ad te” At. 4 "9 > 7 A a nd ¥ oI". 327 
9 9 409 99 9 dome: 6 . < 
446s 


VA ety 
epee oot 
ee hae 


4 Y 
+ wee bed eee 
4 889: ee ae 
UP 


wb eye tat 
ere yn 


meek ai 

; * 

eet *; vi ad Rye} 
oo iter ie ain ae 


i er Ms hy sai 
tae vk 


ited 
sna ee Ys 


iv s $ ia he RA 
as 
io institute irae Be 
BP Sn Redata aii 
ane i Manflesiig i ha 
ay Rua a0) ea iieeitatd Pb) Me (5 
i " Mak 
Seneca Sip uh Teed ad 
there : 
Ae eC Wa 3 DL Aas ‘vy 
‘ “0 sey hell Hs my 
‘Ss ioe Deen * Ne 
ie Bai oe SPE 
aNd, Kye 
sie 


FN is id viii 
oy ; 

Sj suenk id ta Daa hs RAM mer veooe at hia Hlth re ‘i in ISR at Hr a 
RUE UR Mer ORR MEANT He ne RO On 
sp De AC ra i) sa Dear 
ate a Bia ft “er Hy 4 Sy 
irae ; ; 
ane mes i si i jy 

ee ot SS a 

ih “i eM oe it Beto iets 
aoa. wi dodo 

it nih ah PWM 

RRR i 

Cir 
nie * ci ay Ky ; cht Spy 
"7 “cy rye’ a 

ee NREL TM Sty Wed ae 
HO anita " Ai mi Gorn 
ty ai ay site 

; 
a EPS 2 Pass 
a Tea ' aR 


Des 

yey wna iis Waa 4 
RY) thet stb 
ae cee pti yn) iyi 
ye 4 7) reed 

i 4 vite Kr ee wv in } iis ens i Hs Yona Tash iy 

He ag Dae be he eb eae De ata Geer een eg apa 

iM Y oathatady #3 RS Ay ees ty hey Aap aN Ber i ie ATED 
Wa airtel ha se ay HH IY Meta va ath ait 
“ * 4 


" a 

ote ie Aitesteals via Oat ites saad 
hy aha hy Ky “ 

, Wek 

4ehd a deh ny if dic ee 
wih 
3 Bat 
: its 
PR NAL Pat ec eet 


Neate 
ny KH i) rye are “yf 
jay Oni did. it nt ite 
fay dmided Avs 4 or eerste 


Lew 
Pad thy ateg ogee 


wither 


Awe i-4 
brea) 


ad 9.9 Vida cad 
Hd de eg a 


a ‘ tile 
Seat aa asiond ch 
AER vat hi 0 ae 
tee my 

its 
sia erat 
nace, ont 


wy aiyiye 


‘ 
Heist i rea “a aA hs 
‘ wae i; 
sta ” 
ae 

ra 


ae 


ye Ceumul iat 

ede rata now) mie 
4 . 

UR 


a Gio 

‘i 
“8 in iy tosis Ne 
Ree aC) 


ee 
ie 
st v 
ete ates PR RAHA RAY 
ad 
Pe A RCRD 


4 
“a0 Teta a 


ay reer Ly aman aed dena Ae feeineniny i 
. - ‘4 “ ‘ 
Pa rant Nt DOOR REMNANT, Tey Fits ots cd a rar AE 
Rh eet ded Renu itt Ca TA a AN Way c | 
ay ry ‘it hia pay + ie ie eit is fA ita aah ta, ET DON: S9,8 ss ji 
a8 ne. (eae es a LAL Ata Pbk RKP athe otitis 


set? 
i ‘ SNS lat an Naty 40d bee de 
ob dite’ ” Lys if 
elie Chains esas SS tet a a ae daa iad atta 5 


a Pye here ah 
* ing Ad = « Wid od RM RORH 
i ait iat ce) ff ne ita Obed a 

+ 4 “Aad ey eae 
Wy ey 45H 
Deen) 
ofl Was 

Reo 

it 


PuMiWicy 
sy ” iy 4 PS a. 


is tity 


RoR Cae pt i" 
HR HN ce See 

Hi ss ogee ode 

a ahtate ; 


is 
44 poet 
aa yee 
f iia 
an athe 
de Od ok 
tl hk 
aga hy np via 


a 
Let ates 
es Soya baat hia ieee 
nen DOU Hest ad acaa. , He eet vada Asi Wy iew ah Nt 
Wf dod hed Fire oi alta date 4 Ot Wiad eed 
Papen itt ee inc gale a 
de 
tons (aed ahaa eee cna 
& UVR AEEM BOD aa iY ‘ 
\, ii He RIG Ai het 1a AT tog yl hitat 4 ah Mir We ui 
PID Ate a pony) ddl 
CLL ee ee ving ye sete: 
Ad oad aS sae Matai, 
AY Aw) DICER TION) wiyials 
4 ait ites Pisa dad 
% 1 


FF 
1 a 4a 
eat salt ve 

a0 


, 
sesh yay 


‘ ey 
ae si 
aa dvd 


Wi} ay y 


re 
ay cl "i Rune ii 
mis iy rity ne 
Cia 


ie ihe i" 

oe i) a 

pai 

f wie it) ti i! 
as Woda 4 ry A on si ie va ate dai i ia 
ae + wha th as eat) et 


Heat 
feats 


t. 

rn) i eit 
Pet aaniy a 
aa De 


ao 
Ha Hat vy 
i { de Nee ee A 
1 ates int Paley 4 ah oud i Hy ie ibaa ttt 
:) . ERO ORS OR ae) ow We peda Pe oeben, 
npA Aaa: UA ed aaa tae a et athe BRCM Le be be tie) De 
See ‘ Re ae ” "4 
1a) dca rey | Pe ress) 
Stattaly i a4 ia Wo Pot ee? if 
iN ee) CREE) i ial A a Oren pr hoi RY tae aa atte ty i 
tata gtd ie sata Satna Na OND aoa! ‘ SR ea 
ie AYES 
on! sie ae aan: ny 


MD tata tite Se 
ane 


CG Ht 
a ae Sy aNaey yy Shoo hea ge 
K Bb) Tait wat anaes sah 
oak * ” 3 
wane ni DNC RR it 
4 ted ae ea 


oa i 
ts eee) 
ne ay “4 HR 0 ey 
fer ee cer es Nag 
Haig: aed “Yn aN 
BAGH SI Al "4 a sitll tl 


yf) va 

ia itt ee 

ala 
ripe tnt 


AKA tna ae re u ia 


PA oe ene) “ 
BORE kee POL 
i) 


dad Nah way ame YY 38 fea 
. Ns 5 


‘ rh 
' tes yal ions A 

tea ‘4! tie % ur my ; ; “a of te i ‘ih ee wobue 
7 a “ ‘a 4 ita A sap! Van 


tr) +s 
aya 
A 


SO 
Mita e 


V bho we 


bgian% 4 itl ay 
oy 


be scram te 


ae eicgait 
tna reir 
Pity rit w 
im phat 
ieee Bee 
ii cbs hentia 


os} i) iid hi 
i mie Alu 


4 aie ae 
ice yi 
atti A iis 
"ee aw 


ih f 
ais ait 3 


wae 
yay an 


a¢ 
Ph) eG 
Cir 


4 
veel otsd a See ont 


poets DAP Ped 
av 


vas rd DK 4 


ee 
AK vie) ida ” aie 
Sain LF Fas Vi 


ete Mars eels 7) 
a oe 


hoa 
Minas 8 

ad 2 4 ie ih fetta ty ve ian 

Seats 


ats 
pei ia? itil 
sl a 


sey 


¢ . hd i 
atin is iate me 
(ai ns ee MY 


= Ota) be 


Mult ie 
4 
ns) 


il 


ee ne 
Roe 


ea 
if Sati 


oy 


¢ 
W) ‘Fi ia 
ay it 


gi e ie, Bf 


ae , ine 
ae 


) K ana 

wun ot 
aad HAR ss iat 
De bie ena 


ci! ea oe 


‘an ‘ isin 

Re Ce By oasis ; Bae a aii Bi 
Meine sage cs Mati an 
sain sia ue a oH i iA my i sist a iN 


Pitas 
rca 
Ta ae Lita 
she r 
a ae 
cat 
uf eld 4s ay) 


i) it 
gid 


! aot si iN 


Ba 
ghia 
Ba iN) peiey 
De are ments 
m Lassi ae me 
ry nil ce i) 
‘i re i 
a9 reer cael 
is me iy cant “ oY) 
Sig ae 


Mitt 
Oy Tine’ 


Gi ' ell rh 
ne aie 


piety pon 
aie a 


i (e ab 
ini WEY ee an " ie 
ee Eee 0h eho Atha 
ae i : iN ni tev has 
iach yaa 
eae iia uy} 
“ Mash tt a ig! hat ust 
ie Pa ii 
sot Pit HOH 
/ tbe Meeamtalae 
ae Bean 
ahd ae i 
ante aes Ls 
oe si ss n 
“ai if Ce 


ih 
tlie 


ee 


\ ci ie oy ¥ ote nt Dg ei 
i el ae 
ia ny vs : xt rs i a a oa ie ee ht 
ae 
f} nee 


* habe 
edd apes a0 ory. 


7 oe 
atari 


si 
Deke 


a 


ito 


ane on ola 


ise 


+9 


sie “4 


a 
1 


ue 


ta ibs ataad 


aN aay 
Vy Aa te ye Ha ue Wale wiieataen 
ae ti at main te Pasties cE 
a Gbatvatitn eit ed 
nati ee ee aera iat 
vid eas ay 4 vat 
HA at it 


a Yee ts a ita she 


A Fy iy 
we) Nove de 
OR oe 
ay aN Sadang tt 
“haa whale 
. aa 
Pepe role! ae 
‘ ay ROMS yee fe) 
7 aa a ut 9 4) aad 
FA haa eR CRY 


vale g each we Yioed. 


' ) 4 
PREC EO 
« Va 

+S 


a “ae 
yak iy BON ye 
+ ad 


SERRANO 


ma tsa * 


ERT ee at) 

be h2h am jansik tase 

ie. “ 4 oA! 
i latwians ical 


PO HE ee OR eH 

ae iat aie ik, Sedan a that 

cai r aetna : “i 

Cyerg) 

apy alegtakasa étita + 


a 2 
fy ed pia} .0ae. ety 
eat 


i bea 9:8. 
4 


* 
whee ou 
‘aaa aa » 


_ 


ange bys 
i 


.) 


ae 


ii 
oe 
aoa 


es 


oe 


fai 


ts 


Tass sneerase ° 


shinee ines 


AON we 
ett) stk ed: oes 
ie oh 8 sean 


een ms pear 
ro 


vais 
rte raiash 


“ 
eee *) 
Hees ce 
Resta 


ae f 


ace +904 
ies 


i is 


" 
ithede 


; Haak 
ue fi 


2 - » ee ie A 
nites 


seme iach 


pS 


HSE 
ee ops 


ot “ 
co es ~ 
aot ae 


ae 





2 sn 




































PUBLIC, ROADS 


A JOURNAL OF HIGHWAY RESEARCH 


nn a OO GD 
PUBLIC ROADS ADMINISTRATION 








VOL. 24, No. 1 N: JULY-AUGUST-SEPTEMBER 1944 











APPARATUS USED IN MAKING EMBANKMENT STUDIES 








For sale by the Superintendent of Documents, U. S. Government Printing Office 
Washington 25. D. C. - See page 2 of cover for prices 














PUBLIC ROADS istics tev 


FEDERAL WORKS AGENCY 
PUBLIC ROADS ADMINISTRATION 


Volume 24, No. | July—-August-September 1944 





The reports of research published in this magazine are necessarily qualified by the conditions of the tests from which the data are obtained. 
Whenever it is deemed possible to do so, generalizations are drawn from the results of the tests; and, unless this is done, the conclusions 
formulated must be considered as specifically pertinent only to described conditions. 


In This Issue 


Research on the Construction of Embankments 


Prospecting for Gravel Deposits by Resistivity Method 





THE PUBLIC ROADS ADMINISTRATION - - - - ~ Federal Works Building, Washington 25, D. C. 


REGIONAL HEADQUARTERS - = - = - = «=. = = = = = = = 9720 Phelan Building, oan*hranciseo 2emealr 
v 
DISTRICT OFFICES 

DISTRICT No. 1. Oregon, Washington, and Montana. DISTRICT No. 8. Alabama, Georgia, Florida, Mississippi, and Tennessee. 

Post Office Building, Portland 8, Oreg. Post Office Building, Montgomery I, Ala. 
DISTRICT No. 2. California, Arizona, and Nevada. DISTRICT No. 9. Connecticut, Maine, Massachusetts, New Hampshire, New 

720 Phelan Building, San Francisco 2, Calif. Jersey, New York, Rhode Island, and Vermont. 

DISTRICT No. 3. Colorado, New Mexico, and Wyoming. dbaberini dais ree SE. 


2 New astonhonss eat 2a. DISTRICT No. 10. Delaware, Maryland, Ohio, Pennsylvania, and District 


of Columbia. 


DISTRICT No. 4, Minnesota, North Dakota, South Dakota, and Wisconsin. 


: Federa! Works Building, Washington 25, D. C. 
1109 Main Post Office Building, St. Paul 1, Minn, 


DISTRICT No. 11. Alaska. 
Room 419, Federal and Territorial Building, Juneau, Alaska. 





DISTRICT No. 5. Iowa, Kansas, Missouri, and Nebraska. 
729 U.S. Courthouse, Kansas City 6, Mo. 


DISTRICT No. 6. Arkansas, Louisiana, Oklahoma, and Texas. DISTRIGT Nos 12. Idahoend\Utan: 


Federal Building, Ogden, Utah. 
Room 502, United States Courthouse, Fort Worth 2, Tex. 


DISTRICT No. 14. North Carolina, South ina, Virginia, 
DISTRICT No. 7. Illinois, Indiana, Kentucky, and Michigan, Virginia oe a aimee tekc iat 


2938 E. 92d St., Chicago 17, Ill. Montgomery Building, Spartanburg, S. C. 


eee 


Because of the necessarily limited edition of this publication it is impossible to distribute it free to any person or institution other 
than State and county officials actually engaged in planning or constructing public highways, instructors in highway engineering, 
and periodicals upon an exchange basis. At the present time additions to the free mailing list can be made only as vacancies occur. 
Those desiring to obtain PUBLIC ROADS can do so by sending 50 cents per year (foreign subscription 65 cents), or 15 cents per 
single copy, to the Superintendent of Documents, United States Government Printing Office, Washington 25, D. C. . 
—e—wowmaw0O0An9nRh’%—”*#0+0W1W9M9MnmoOnmomM$S@momSDmom0mSmomomoa=zx 
CERTIFICATE: By dir 


ection of the Commissioner of Public Roads, the matter contained herein is published as administrative information 


and is required for the proper transaction of the public business. 





RESEARCH ON THE CONSTRUCTION OF 
EMBANKMENTS 


A REPORT ON COOPERATIVE RESEARCH IN INDIANA AND OHIO 


By HENRY AARON, Highway Engineer, Division of Tests, Public Roads Administration, W. T. SPENCER, Soils Engineer, State Highway Commission of 
Indiana, H. E. MARSHALL, Geologist, Ohio Department of Highways 





FigurE 1.—EMBANKMENT SITE IN INDIANA (A) AFTER CLEARING AND (B) 
JuLy 1938. 


ONTROL OF EMBANKMENT CONSTRUC- 

TION in accordance with laboratory compaction 

test data is a relatively recent development. The 
methods of performing both the laboratory tests and the 
field control tests vary with different organizations,’ but 
in all cases the test results disclose the relation between 
moisture content and density of a soil which results from 
a given method of compaction. A standard procedure 
for making the test for compaction and density of soil 
was adopted by the American Association of State 
Highway Officials in 1938? and by the American Society 
for Testing Materials in 1942.3 


This test discloses the moisture content of a soil at 
which the density obtained by a given method of com- 
paction is higher than for any other moisture content. 
This is called the optimum moisture content. Greater 
stability of fills has been obtained wherever this test 
has been adopted as a basis for controlling compaction. 
However, many questions of importance arose in 
connection with its practical application. 


Among these were the efficiency of different types of 
rollers in obtaining the desired results, the relation of the 
depth of layer to type of roller, the economics and limit- 
ations of moisture control, and the performance of the 
completed fill with respect to settlement and change 
in stability. In an effort to find answers to these 
questions, two cooperative projects, one by the State 
Highway Commission of Indiana and another by the 
Ohio Department of Highways, were undertaken with 
the Public Roads Administration cooperating. 


1 Proceedings of the Eighteenth Annual Meeting of the Highway Research Board. 
Compaction of Earth Embankments, Part IT (1938). 

2 Standard Specifications for Highway Materials and Methods of Sampling and 
Testing, published by the American Association of State Highway Officials, 1220 
National Press Building, Washington, D. C., 1938 and 1942 Editions, Method T 99-38. 

3A.S8. T. M. Standards Designation D 698-42 T, Tentative Method of Test for 
Moisture-Density Relations of Soils, published by the American Society for Testing 
Materials, 260 South Broad Street, Philadelphia, Pa. 1942. 
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ArreR Heavy Rains WuHicH OccuRRED DURING 


As a result of this work, two independent reports 
were prepared entitled Fill Construction Experiment 
in Indiana and Fill Construction Experiment in Ohio. 
W. T. Spencer, soils engineer of the State Highway 
Commission, participated in the preparation of the 
Indiana report. H. E. Marshall, geologist of the 
Department of Highways, participated in the prepara- 
tion of the Ohio report. Lt. Col. R. R. Litehiser, 
former chief engineer of tests, and K. B. Woods and 
Capt. C. H. Shepard, former assistant engineers of the 
Ohio Department of Highways, co- operatec d in planning 
and directing the Ohio ‘project. For the Public Roads 


Administration Lt. Henry Aaron, former highway engi- 
neer, participated in the preparation of both reports. 

The experiments were similar in a number of respects 
soil variables, 


including principal objectives, control 
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procedures, and types of compacting equipment used. 
The results of both experiments lead to similar conclu- 
sions. Asa result much of the material included in one 
of the reports is duplicated in the other. For con- 
venience of publication the reports have been combined 
into one presentation with such editorial changes as 
were needed to eliminate repetition. 
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PROJECTS DESCRIBED 


The Indiana project, a relocated section of State 
Route 57 southwest of Buckskin, Gibson County, 
begins at a point about 600 feet southwest of Pigeon 
Creek and extends in a northeasterly direction for a 
distance of approximately 0.8 mile. The area is flat, 
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STATION NUMBER 


4-SETTLEMENTS CELLS 
© B.M.| — FROSTPROOF BENCH MARK NO.1 


SPOIL BANK 
CIITDFOUNDATION LAYER 


ESZZSDARK SILTY TOPSOIL 
(ZZZIGRAY, FRIABLE SILTY CLAY LOAM TO SILTY CLAY 


ESSSCOMPACT, MOTTLED SILTY CLAY LOAM TO SILTY CLAY 
EXKICOMPACT, IMPERVIOUS, MOTTLED SILTY CLAY 


Figure 3.—P.uan, PRoFILes, AND DreTaiLs or EXPERIMENTAL SECTION IN Gipson County, INDIANA. 
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Figure 4,—PLAn, PRoriLes, AND Drraits or EXPERIMENTAL SECTIONS IN DELAWARE County, Onto. 
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poorly drained, and subject to inundation. Figure 1 
shows the site of the fill under dry and wet conditions. 
The location is shown in figure 2. The line crosses 
the ae bottom lands bordering Pigeon Creek and Smith 
Fork. 

The Ohio project, located on U.S. Route 23 in Dela- 
ware County, begins at a point about one-half mile 
north of the city limits of Delaware and extends in a 
northerly direction for a distance of approximately 1.5 
miles. It follows the location of an old brick road. 
Changes in grades and widening of the roadway, how- 
ever, required the placing of considerable fill material 
over the old road. 

The topography is rolling and surface drainage is 
good. The area is drained by the Olentangy River 
which runs parallel to the project a short distance to the 
east. 

In all, 17 sections were constructed ; 8 in Indiana, vary- 
ing in length from 400 to 500 feet, and 9 in Ohio, varying 
in length from 400 to 700 feet. "The test sections have 
a top width of 42 feet and side slopes of 2 to 1 on the 
Indiana project and 1% to 1 on the Ohio project (see 
figs. 3 and 4). 

The embankments were constructed during the 
summer and fall of 1988. <A portland cement concrete 
pavement was constructed on the Indiana project in 
1939, and a brick pavement with a concrete base and 
curbs was placed on the Ohio project in 1938. 

Table 1 gives details concerning the various sections 
of the Indiana project and table 2 gives similar infor- 
mation for the Ohio project. 

Three different types of rollers were used in each 
State. The Indiana fill was constructed in layers 
ranging from 6 to 12 inches, and the Ohio fill in layers 
ranging from 6 to 9 inches in thickness. 

On all sections of the Indiana project and sections 8 
and 9 of the Ohio project, it was required that rollers 
compact each layer to a density equal to 95 percent of 
the maximum density of the soil as determined by the 


TaBLE 1.—Details of experimental sections in Gibson County, 




















Indiana 
Section cree Loose Moisture 
Me Station limits thickness Type of roller control 
of layer 
Inches 
{3 ae 241+50 to 246+00 | 6 | Sheepsfoot.___-----.- Optimum+1. 
py ah ees a 249+50 to 253-++50 6" lno-wheel = 8 ees Se. None. 
hee 2 eee 253-++50 to 257-++50 6 | Sheepsfoot_--_------ None. 
[beable Spine Ere 259+-50 to 264-++00 Odlad-wheel Sa: tee ee None 
(2 ae 264+-00 to 268+50 9 | Pneumatic tire______| None 
Gree Ars £7 oe: 268+-50 to 273-00 1a lwo= Wheel. =e. ee coe None 
(a EEO 273+-00 to 277-+-50 | 12 | Pneumatic tire___-__| None 
a a 280+50 to 285+50 6 | Pneumatic tire._.-..| None. 





TABLE 2.—Details of experimental sections in Delaware County, 











Ohio 
Section Station limit faeces Type of roll Moisture 
No. ‘ ets BE aver BY Mass ae HBTS control 
2 
Inches 

1 ee a ae 11+-00 to 15+50__-- 6 | Sheepsfoot. --. ------ Optimum-+1. 
poe ae EAL 15+-50 to 20+00____ G: |-d-ewheel. 25-5 = Do. 

3} oat 23+-00 to 29+-00____ 6 | Pneumatic tire__---- Do. 

aes Se eee 38+00 to 45+00___- 6 | Sheepsfoot__-_------ Do. 

ee eee eae | 50+-00 to 55-+-00___- O>| 3-wheele 22. =.= - Do. 

(ij el se Se eee 61+00 to 65-++-50____ 9 | Sheepsfoot__-__------ Do. 

y Pa Bree 66+-50 to 70-+50____ 9 | Pneumatic tire__-__- Do. 
Liat ea ee 81+-50 to 86-+00___- 6 | Sheepsfoot_-_._.----- Do. 
Sheet Sar. 86+-50 to 91+00____ GA Sewheel es a Do. 























standard compaction test. On sections 1 to 7 of the 
Ohio project, 1t was required that each layer of soil be 
compacted to maximum density. 

On section 1 of the Indiana project and all sections of 
the Ohio project, it was required that the moisture con- 
tent of the layer at the time of compaction should be 
within 1 of the optimum moisture content of the soil 
used in the layer. 


THREE TYPES OF ROLLERS USED 


The compacting equipment included sheepsfoot, 
three-wheel, and pneumatic tire rollers. The sheeps- 
foot rollers were of two general types, A and B, with the 
dimensions, weights, and working pressures as elven in 
table 3. Common to both types were two * drums, 
which rotated independently of one another. The 
drums were connected by a frame in such a manner as 
to permit the rollers to adapt themselves to uneven 
ground. 


TaBLE 3.—Details of sheepsfoot rollers 














Indiana, Ohio, Peeples: 
type A type A type B 
Number: ofdrumsetecee. seer = eae rena see eae 2 2 2 
Digmeter ot drumsnGnches aeeeesseetese eee soe ae 40 40 44 
Enea OLaruins; (INCh6sS) ee ee ee 48 48 48 
Distance between drums (inches)______----__-__-_-- 10 10 8 
Total width of tamped area (inches) _-__.._____----- 106 106 104 
Num beroriteen, per Gruman sas o_o ae ten. See Le 88 88 112 
INU beromieet on croeund 22 2-_ esse nee eee 8 8 8 
Ibenethrotivect (inches) sees fo eee eee 7 7 7 
Tamping area of each foot (square inches) -__-_------ 5.5 5.5 5. 25 
Weight, drums empty (pounds) ----..---.-------_-_- 5, 100 6, 250 7, 350 
Weight, loaded with water (pounds)_______.__--___- 9, 200 9, 800 12, 200 
Ground pressure, drums empty (pounds per square 
ATG] ait <2 OARS fees Ne NE. ES NS ALL 116 142 175 
Ground pressure, loaded with water (pounds per | 
SCQUATOMN Ch) amen eee ae ee ee et ee oe ee 209 223 290 











Twenty-two rows of tamping feet studded each drum 
on type A rollers (fig. 5, A). Hach row had four tamp- 
ing feet so located that they were staggered with respect 
to the feet in the adjacent rows. Each eee foot 


had an enlarged elliptical contact surface of 5.5 square 
inches. 
Type B (fig. 5, B) had 28 rows of tamping feet. Each 


foot had a rectangular cross section with the longer 
dimension increasing with distance from the drum and 
the shorter dimension uniformly 1.5 inches throughout 
its entire length. The tamping feet were attached to a 
%-Inch removable circumferential band and could be 
replaced with feet of different sizes. 

The three-wheel rollers (fig. 5, C), weighed 10 tons 
each. The one used in Indiana had rear wheels 23 
inches wide, producing a ground pressure of 325 pounds 
per inch of width. 

The one used in Ohio had rear wheels 20 inches wide 
producing a ground pressure of 350 pounds per inch 
of width. 

The same type of pneumatic tire roller was used on 
both projects. It consisted of a loading platform (fig. 
5, D) mounted on two axles equipped with nine smooth 
truck tires, four on the front axle and five on the rear 
axle. The tires on the front and rear axles were stag- 
gered with respect to each other so that they covered 
the entire strip, 60 inches wide, over which the roller 
traveled. The tires were inflated to a pressure of 35 

4 In Indiana the basis was the maximum wet weight per cubic foot. In Ohio the 
basis was maximum dry weight per cubic foot resulting from the compaction test. 
As long as the moisture content of the soil does not vary more than about 2 percent 


from the optimum, the results furnished on either basis should be essentially the 
same. 
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Fiaurs 5.—Types or Rotuers Usep (A) SHEEPSFOOT ROLLER Type A IN INDIANA, (B) SHEEPSFooT RoLuER Type B In OnIO, 
(C) Taree-WHEEL, 10-Ton RouuerR In Onto, AND (D) PNEuMATIC TIRE ROLLER IN INDIANA. 


pounds per square inch. The roller had a net weight 
of 2,680 pounds, but the -platform was loaded so that 
under working conditions the roller gave a pressure of 
about 225 pounds per inch of width of tire surface in 
contact with the ground. 


TESTS OF SOILS SHOW A CONSIDERABLE RANGE IN PROPERTIES 


Prior to the construction of the embankment, sub- 
grade surveys were made on both projects to determine 
the character of the soil in the fill areas and in deposits 
available for excavation. 

Indiana Expervment.—Borings were made with soil 
augers and representative samples, obtained from the 
different soil layers, were tested in the laboratory of the 
State Highway Commission. The results of these tests 
are given in table 4. 

The soil profile along the center line of the project is 
shown in figure 3. The top 3 to 4 feet of the soil in the 
embankment area varies from a gray friable silty clay 
loam to silty clay. This is underlaid by a more com- 
pact, mottled material of the same texture. At depths 
of from 9 to 12 feet, it grades into a compact, Impervious 
suty clay. Free water was found in many places on 
top of the compact layers of soil. According to the 
test data shown in table 4, the soils have physical 
properties of the A-4 and A-7 groups. 

The material used in the embankment was obtained 
from three sources in the upland areas adjacent to the 
fill locations; the cut from station 238 to station 241, 
borrow pit A about 1,000 feet right of station 246, and 
borrow pit B to the right of station 336. The borrow 
pit locations are shown on figure 2. 

Soil profiles at the three sources were similar in 
character. The upper layer, about 12 inches thick, was 








a brownish friable silt loam or silty clay loam having 
physical properties of the A-4 group. The underlying 
soils to depths of more than 14 feet varied from a mottled 
gray and brown to a grayish silty clay or clay, which 
was friable when dry, crumbly when moist, plastic when 
wet, and had physical characteristics similar to those of 
the A-4 and A-7 groups. 


TaBLE 4.—Results of tests ! of samples of soil from embankment 
and borrow pit areas in Gibson County, Indiana 




















% n Physical con- 
Mechanical analysis ants 
ty 19 19 ugiBale % | » lo 
o-|S S ereatis =a oot ie 
5 = a i 
Location 2 5 = = = 5 E 5 Ae z | z g 
av} g|28las/28(42| 8/6) 8 ise 
Sair¢ SAl|as|go Bo.8 Se pases 3 
S fesi/o 19 |SalSare (8 |e euee 
2 Eon (= Paid esha ROR eN erat pou nevi Fey i) 
QA AY n i) © oO Ay A} me | nm Ie 
Embankment area: Feet Peck ebay Eck 
064710 00 12 [0.65 |). 238) e12)l G08 D7 meGu let neon 
Station 244._______ 4-915 Ve 20 10 Ss le CON ee 27 eel OnlecOONl 278 |e Sulet aanemT 
“i l9.5-12| 0} 6] 68| 26] 10} 95/ 38] 19 21 25 
: 6235 || 0a MON eGON eae melsmly (OOM eos ale ita | 
Station 268. -.----- { 3-12} 0| 5{| 64| 31] 12] 99| 30] 12] 18| 21 
Cut from Station 238 
to Station 241: OZ Oh | an6s ee 74ulee 20! me 61e 100018530 Om moo mimes 2 
Station 239_______- 1-185 | 07 5] 42-1. 63" |) 154] 1004) 387113) as yes 
Borrow pit A: 
ae ; o-1| o| 5] 65}| 30| 14] 100] 31] 13| 19) 26 
Hole No. 2?.---.-- { 1-12} 0| 3] 57] 40] 16| 100} 46] 25] 16] 31 
1-7 | 0-| © 6 |- 66.) 28-1 107) 100 | 384) 17) 47 J 20 
Hole No. 33__-...- {19-146 o| 2| 60| 38| 14| 100|39|17/19| 26 
Borrow pit B: 
Seationutaa 0-1} o| 24] 50] 26!] 15] 100] 26] 6| 109] 25 
BUOD 980—-a=s>= { 16| o| 8| 53| 39] 18] 100| 36|16|19| 30 






































1 Tests performed in laboratory of State Highway Commission of Indiana. 
2 Station 3-+-00 on center line of borrow pit. 
3 Station 6+00 on center line of borrow pit. 
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Ohio Experiment.—The existing road on the Ohio 
project was surfaced and, therefore, borings were made 
with soil augers along the shoulders and _ ditches. 
Samples obtained from the different soil layers were 
tested in the laboratory of the State Highway Depart- 
ment at Columbus. 

Four types of soils were found on the experimental 
section as shown on the soil profile in figure 4. The 
mechanical analyses and physical properties of these 
soils are given in table 5. Type 1 is a brown silty clay 
or clay having physical properties of the A—4 group. 
Type 2, a brown dense plastic clay, has physical charac- 
teristics similar to those of the group A-7 soils. 

Type 1 is underlain in some locations by type 38, 
which is a gray, dense silty clay having physical proper- 
ties of the A-4 group. 

Type 4, a very heavy clay of the A-7 group, was 
found in making the borings but was not used in any of 
the embankments owing to its occurrence below the 
depth of excavation. 


TaBLE 5.—Average results of tests performed on 87 samples of 
typical soil materials found in the subgrade survey in Delaware 
County, Ohio 

















Mechanical analysis 
petsd Physical 
constants 
Particles smaller than 2mm. Num- 
i 2s ber 
Soil type vos sam- 
larger Coarse | Fine Silt Clay, ; ples 
har sand, | sand, 0.05 10 smaller Liquid Plastic-| tested 
omm 2to | 0.25 to 0.005 than hia ity 
“iN OL25 0.05 rags 0.005 index 
mm. mm. : mm. 
Percent Percent Percent | Percent 
Ths SS Ne ae 10 18 11 38 | 33 32 15 24 
oC ed Atak reise ond 4 18 9 38 35 41 23 9 
oy Sees eee ee 12 13 9 42 36 31 15 3 
ee ee ee 5 20 12 32 36 62 41 i 


























The soi in a borrow pit located about 1,000 feet to 
the right of station 18 was similar to the material 
found in the roadway cuts. Medium-sized boulders 
were found in all the soils. 


MOISTURE-DENSITY CURVES PREPARED FOR USE IN 
CONTROLLING CONSTRUCTION OPERATIONS 


In Indiana the maximum densities and optimum 
moisture contents of representative samples of the 
materials used in the embankment were determined by 
a compaction test similar to that described under meth- 
od T 99-38 of the American Association of State High- 
way Officials. It differed from the standard method in 
that a separate portion of the sample was used for 
each change in moisture content. 

Tests were performed in a field laboratory located at 
Buckskin. Results of these tests, table 6, were used to 
control the compaction of all sections and moisture 
content of the soil in section 1 during the construction 
of the fill. The results are shown graphically in figures 
6 to 11. 

During the construction of lifts 5 to 14 in section 2, 
lifts 5 to 14 in section 3, and the foundation layers in 
sections 4 and 5 of the Indiana project the power shovel 
was excavating material from a cut face extending 
from the surface to a depth of 8 feet in the part of bor- 
row pit A east of the public road. The upper 4.5 feet 
at this location was represented by sample 2—A, and the 
lower 3.5 feet by sample 5-B. The average values of 
the maximum densities and optimum moisture contents 
of these two samples were used to control the compac- 
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Figure 6.—DeEnsity AND PENETRATION CURVES, SAMPLE 
1—A 1n INDIANA. 
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Figur® 7.—DENsSITY AND PENETRATION CURVES, SAMPLE 
2—A IN INDIANA. 


tion on the lifts when the material represented by these 
samples was placed. 

The average values were: Maximum wet density, 
126.5 pounds per cubic foot; maximum dry density, 
107.9 pounds per cubic foot; and optimum moisture 
content, 17.5 percent. 

In Ohio the compaction tests were performed in the 
laboratory at Columbus and were in strict accordance 
with the standard method, A. A.S. H. O. designation 
T 99-38. 

The results of the compaction tests performed on 
seven samples representative of the soils used in the 
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Figure 8.—DENSITY AND PENETRATION CURVES, SAMPLE 
5~B in INDIANA. 
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FicurRE 9.—DENSITY AND PENETRATION CURVES, SAMPLE 
6 In INDIANA. 


embankments in Ohio are shown graphically in figures 
12 to 18 and together with their gradations, liquid 
limits, and plasticity indexes are given in table 7. 
These results are presented here in order to give a gen- 
eral idea of the character of the soils comprising the 
various fill sections. 

A total of 81 samples were tested. The results were 
used to control the compaction and moisture content 
of the soil during the construction of the test sections. 
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Figure 10.—DEnsIty AND PENETRATION CuRVES, SAMPLE 
7-A IN INDIANA. 
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Figure 11—Dernsiry AND PENETRATION CURVES, SAMPLE 
9—-A In INDIANA. 


CONSTRUCTION OF THE INDIANA PROJECT DESCRIBED 


Foundation Layer.—Clearing of the embankment area 
in Indiana was completed during the first week of July. 
Construction of the fill was delayed until July 26 by 
heavy rains which flooded the low bottom lands with 
as much as 3 feet of water (fig. 1, B). After the water 
receded, the soil in the low area was so wet and soft 
that it would not support the construction equipment. 
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FiaureE 12.—DENsiry AND PENETRATION CURVES, SOIL 
No. 13840 In Onto. 


The condition of the soil where a tractor broke through 
is illustrated in figure 19. 

As the soil dried very slowly a foundation layer was 
placed as shown in figure 3 to facilitate the operation of 
the equipment used in the construction of the experi- 
mental sections. The foundation layer was constructed 
to elevation 400 by end dumping from trucks, spreading 
the material with a bulldozer, and compacting with a 
sheepsfoot roller. The layer was placed in lifts having 
loose thicknesses of about 10 inches maximum. 


TaBLE 6.—Results of compaction tests on embankment materials 
in Gibson County, Indiana 


























Optimum) Resist- 
Maxi- | Maxi- | Moisture} ance to 
content | penetra- 
Sample Location Depth | um | mum | st maxi-| tion at 
No. wet dry itien Wat 
density} density d eee 
ry moisture 
density | content 
Pounds| Pounds Pounds 
per per per 
cubic cubic square 
Feet foot foot Percent inch 
AS Cut between station 238 0-4.5 | 123.0} 102.0 20.8 580 
and station 241. 
eRe 8 2 Borrow pit A, east of 0-4.5 | 123.9 105.3 17.6 940 
public road. 
§-B__.._.| Borrow pit A, east of | 4.5-8.0 | 129.2] 110.5 17.0 730 
public road. 
ih eee Borrow pit A, east of |8.0-15.0 | 123.7 | 101.2 20.6 520 
public road. 
i Borrow pit A, west of 0-5.0 | 125.2] 105.0 19.6 1, 280 
| public road, 
d=A2 = 4 - Borrow pit-B oo. 0-5.5 | 125.0} 104.8 18. 4 1, 960 
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Figure 13——DEnsity AND PENETRATION CuRVES, SoIL 
No. 14035 tn Onto. 


Considerable difficulty was encountered in operating 
the equipment on the first lift of the foundation layer 
due to the surface irregularities produced by the sub- 
sidence and displacement of the soft. undersoil. The 
sheepsfoot roller was very useful at this stage of the 
work since it would adapt itself to the uneven surface 
and could be backed out on soft soil which would not 
support the tractor. However, it was necessary to 
vary the amount of water in the drums to adjust the 
weight of the roller to fit the soft undersoil conditions. 

Most of the foundation layer on sections 2 and 3 was 
placed with trucks having a capacity of 8 cubic yards. 
These were replaced by trucks holding 1.5 cubic yards 
which were found to be more satisfactory for the con- 
ditions existing on this job. . 

The foundation layer and the equipment used in its 
construction are shown in figure 20, A. 

Construction Schedule.—Construction of sections 1 
and 8 was commenced on September 24. The embank- 
ment area had dried out sufficiently by this time so that 
no foundation layer was required. However, the first 
two lifts on these sections were quite irregular and should 
be considered as a foundation layer. 

The only road available for hauling material from 
borrow pit A to the embankment passed through sec- 
tion 1, making it necessary to delay the construction of 
this section until sections 2 to 7 were completed. 

Construction of the fill proper started on sections 2 
and 3, located between Pigeon Creek and the Old Wa- 
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Figure 14—Dernsiry AND PENETRATION CURVES, SOIL 


bash River and Erie Canal. 
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Corresponding lifts on each 


section were constructed concurrently, the material for 


section 3 being hauled over section 2. 


Hauling of 


material and moving of equipment was not permitted on 
section 3 (compacted with sheepsfoot roller) during or 


subsequent to construction, except as necessary to 


construct the section. 


The access road to sections 4, 5, 6, and 7 entered the | 3.222222 220002 
Forsathis: he 


fill area near the beginning of section 4. 


different sections are given in table 8. 
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Figure 15.—Dernsiry anp PENETRATION, CuRVES, SOIL 
No. 14058 1n Onto. 


County, Indiana 


Construction period in 1938 





TABLE 8.—Dates experimental sections were constructed in Gibson 














reason. section 7 was constructed first, followed in order | §------------------------- 
by sections 6, 5, and 4. 
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TaBLe 7.—Results of tests performed on seven samples representative of soils used in embankments in Delaware County, Ohio 
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| Gradation 

Sample No. Passing Passing Passing Passing Passing 

j-inch No. 4 No. 10 No. 60 No. 200 

sieve sieve sieve sieve sieve 

Percent Percent Percent Percent Percent 
13840_ e etre ee eee ae See ee 100 97 84 76 
14035 fe bh a eee Ae ME ne 100 99 97 89 81 
14056222 2 See = Fe eee and on 100 89 74 38 33 
TAGS 2 5 Soe cae ta eee 100 95 75 18 16 
$41 AQ DT eS Sik. PEE Se | Oe OE 100 96 80 74 
LY ee ee ee ee A 100 94 92 75 65 
aT A9 Res Se ea eee 100 98 93 79 68 
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: wet den- dry den- moisture ; 
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y moisture 
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17 127.6 106. 6 18.6 400 
19 124.9 102.8 20. 6 440 
16 129, 2 HHS} 15.8 800 
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Figure 16.—Dernsiry anpD PENETRATION CURVES, SOIL 
No. 14140 in Onto. 
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Figure 18.—DENsITY AND PENETRATION CURVES, SOIL 
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Figure 17—Densiry AND PENETRATION CuRVEsS, SOIL 
No. 14148 in Onto. 
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Figure 19.—Sorr ConpiTIon oF Soit In Fitt ArgEA AFTER 
THE FLoop WatrerRS REcEDED. A TRAcTOR was MIRED 
AT Tuts LOCATION IN INDIANA, 
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F1iaureE 20.—CoNSTRUCTION OF GRADE IN INDIANA SHOWING: (A) FouNDATION LAYER OVER Sort Soi; (B) LARGE ScrRAPER PLAc- 
ING Fint MATERIAL ON SEcTION 1; (C) Compacting WitH THREE-WHEEL 10-Ton ROLLER; AND (D) CoMPacTING wITH PNEU- 
MATIC TIRE ROLLER. 


placed as a result of the spongy character of the under- 
soul. 

Following the placing of the first lift over the full 
width of the embankment area, each succeeding lift was 
constructed in two parts, each part being one-half the 
width of the fill section. One-half of the lift was com- 
pacted while material was placed on the adjoining half. 
This method was adopted in order to avoid compacting 
the spread material by any means other than by the 
roller specified for the section. 

Prior to compaction, the soil on each half lift was 
tested to determine if its moisture content was within 
the tolerance of 1 of the optimum, as required by the 
specifications for this section. If the soil contained 
more than the specified amount, the soil was permitted 
to dry before compaction. A disk harrow was used to 
facilitate the drying. The disking served also to pul- 
verize the clods of soil. 

If the soil did not have sufficient moisture to comply 
with the specifications, water was added with a pressure 
distributor. Each application of water, approximately 
0.5 gallon per square yard, was mixed with the soil by 
a disk harrow. Water was added and the disking con- 
tinued until the required amount of moisture was uni- 
formly distributed through the soil. The lift was then 
compacted with the sheepsfoot roller until it attained a 
density equal to at least 95 percent of the maximum as 
determined by the compaction test. 

Fill material for sections 2 to 8 was excavated from 
the borrow pits by power shovels and hauled to the 
embankment in 1.5-ton trucks, spread with a bull- 
dozer and road machine into layers of specified thick- 
ness, disked to pulverize the clods and loosen. soil 
packed by equipment, and compacted to the required 








density by rolling. Moisture control was not used on 
these sections. When the soil was placed and com- 
pacted the soil had a moisture content as it came from 
the borrow pit. At times when the soil contained too 
much moisture to permit the operation of the compac- 
tion equipment, it was allowed to dry until the rollers 
could perform satisfactorily. 

Section 3 like section 1 was compacted with a sheeps- 
foot roller; sections 2, 4, and 6 with the three-wheel 
roller (fig. 20, C); and sections 5, 7, and 8 with a pneu- 
matic tire roller (fig. 20, P). 


METHODS USED IN OHIO VERY SIMILAR TO THOSE IN INDIANA 


Since the Ohio project was located over an old road 
it was necessary to remove the old road surfacing, the 
sod, and other objectionable material from the shoul- 
ders and side slopes before placing new fill. Figure 
21, A, shows the old fill at the location of test section 4 
cleared and ready for widening and raising of the grade. 
The widening was accomplished by placing material 
on each side of the old fill in horizontal layers of speci- 
fied loose thickness. While the soil was being deposited 
on one side, the material on the other side was com- 
pacted. 

After the widening had been completed, the material 
for each lift was placed for the full width of the road- 
way. Hauling was not permitted over any lift until 
it had been compacted to the required density. 

Fill material for sections 1, 2, 3, 4, 8, and 9 was 
placed in lifts 6 inches thick, loose measurement, and 
in 9-inch lifts on sections 5, 6, and 7. Most of the fill 
material was excavated by power shovels hauled to 
the embankment in dump trucks (fig. 21, B) and spread 
with a bulldozer (fig. 21, C) into layers of specified 
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Figure 21.—Terst Secrion 4 in Onto SHowine: (A) OLp Finn CLEARED AND READY FOR WIDENING AND RAISING OF THE GRADE; 


(B) Havitine Wirn Dump Trucks; (C) SPREADING 


With BULLDOZER; 


AND (D) HAULING AND SPREADING WITH SCRAPER, 





Figure 22.—DIsSKING AND APPLYING WATER WITH A PRESSURE DISTRIBUTOR IN OHIO. 


thickness. The excavation, hauling, and spreading of 
the soil used in some of the lifts on sections 1,8, and 9 
was done by 12-yard scrapers (fig. 21, D). The soil 
layer was then disked (fig. 22) to pulverize the clods. 

Required moisture content was obtained in the same 
manner as described for section 1 of the Indiana proj- 
ect after which the lift was compacted to the required 
density. The pressure distributor used in Ohio is 
shown in figure 22. 


DENSITY OF LIFTS DETERMINED 


On both projects the-number of trips that the par- 
ticular roller was required to make in order to obtain 
the necessary compaction was governed by the specified 
density of the compacted lift. 

Procedure in Indiana.—The density of the compacted 
lift m the Indiana experiment was determined in the 
following manner: The location where the density test 
was to be made was shaped with a shovel to give a level 
surface. <A soil-collecting box, 18 inches square, having 





a 4.5-inch hole in the center was set in place on the 
leveled surface and a hole was bored to the bottom of 
the compacted layer with a 4-inch post-hole auger 
which passed through the hole in the soil-collecting 
box. This operation is illustrated in figure 23, A. 
The soil-collecting box served to collect the soil which 
spilled through the sides and over the top of the 
auger while making the boring. This material, together 
with the soil removed by the auger, was placed in a 
bucket and weighed. The w eight of the bucket, sub - 
tracted from the weight of bucket and soil, gave the 
weight of the soil removed from the hole. For deter- 
mination of the moisture content a representative 
sample of about 80 gm. was placed in a container and 
sealed. The moisture content was later determined in 
the field laboratory at Buckskin. 

Standard Ottawa sand of known weight per cubic 
foot, loose measurement, was poured into the hole from 
a canvas sack. The combined weight of the sack and 

sand was determined before placing any sand in the 
hole. When the hole was filled to the top of the lift 
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Fraure 23.—Removine Soin Wire Post-HoLtE AUGER TO DETERMINE DENSITY OF ComPpaAcTED Lirt AND DETERMINING THE 





VobtuME By Finuinc THE HoLte Wiru Sanp or KNown WEIGHT PER Unit VoutumME (INDIANA PROJECT). 


(fig. 23, B), the sack and the sand remaining was 
weighed. The difference between the two weights gave 
the weight of sand in the hole. 

All weighing was done with a balance having a ca- 
pacity of about 30 pounds and accurate to 0.5 ounce. 

The weight of sand required to fill the hole was di- 
vided by its weight per cubic foot to determine the 
volume of the hole. The weight of the soil removed 
from the hole was then divided by the volume of the 
hole to obtain the wet density of the compacted lift in 
pounds per cubic foot. 

The dry density of the compacted lift in pounds per 
cubic foot was calculated by the formula: 


wet density < 100 
100+ percentage of moisture in soil 





Dry density = 


Determination of Dry-Sand Volume.—The weight per 
cubic foot of the loose dry Ottawa sand used in the 
density tests was calculated in the following manner: 
A container of known volume having approximately 
the same dimensions as the auger hole was filled with 
sand poured from a canvas bag. The mouth of the 
bag was constricted in such a manner that the sand 
was discharged in a loose stream having a diameter of 
about 1.5 inches. The bag was raised as the container 
filled in order to provide a constant height of fall of 12 
inches. 

The difference in the weights of the container, empty 
and filled with sand, equals the weight of sand in the 
container. This weight of sand divided by the volume 
of the container gives the density of the loose dry sand 
in pounds per cubic foot. 

During the operation care was exercised to avoid 
vibration of the container which might cause the sand 
to settle. 

The procedure used in pouring the sand into the con- 
tainer for determination of its weizht per cubic foot 
was followed in placing the sand in the auger holes. 

Procedure in Ohio.—With several exceptions the 
method used in Ohio was similar to that used in Indiana. 
Only the exceptions need to be noted. 

Instead of the collecting box 18 inches square, a pan 
14 inches square with a 4.5-inch circular opening in the 
center was used. After the sample had been collected, 
a metal cover was fitted over the opening in the pan in 
order to prevent the loss of soil, the pan and soil were 
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Figure 24-——Dertaits oF JAar-ConeE Device USED IN 
Maxine Density Test IN DELAWARE County, OHIO. 


weighed, and the weight of the soil was calculated by 
subtracting the known weight of the pan from. the 
combined weight of the pan and soil. 

Standard Ottawa sand of known weight per cubic 
foot, loose measurement, was poured into the hole from 
a glass jar fitted with a detachable apparatus consisting 
of a metal cone, a shut-off valve, and a funnel as shown 
in figure 24. The combined weight of this jar-cone 
apparatus and the sand contained therein was deter- 
mined before placing sand in the hole. The jar-cone 
apparatus was placed in an inverted position over the 
hole (see cover illustration) and the valve opened. The 
sand flowed until the hole and funnel were completely 
filled. The valve was closed and jar-cone apparatus 
with the sand remaining in it weighed. 
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The difference between the two weights gave the 
weight of the sand in the hole and funnel. By sub- 
tracting the constant weight of the sand in the funnel, 
the weight of the sand required to fill the lfole was 
found. All weighing was done with a balance having 
a capacity of about 35 pounds and accurate to 0.01 
pound. 

Calibration of Sand—Before conducting any tests on 
the embankment, the dried sand was calibrated for 
weight per cubic foot by placing the jar-cone apparatus, 
with funnel up and valve closed, on a vibrationless 
support. The funnel was then filled and the valve 
opened. As the sand flowed into the jar more sand 

was poured into the upper funnel, maintaining the sand 

in the funnel level with the top at all times. When the 
jar and cone were full, the valve was closed and the 
excess sand poured from the funnel. 


The weight of sand contained in the jar and cone was. 


determined by obtaining the difference in weight of the 
full and empty apparatus. This weight divided by the 
volume of the apparatus, previously determined with 
water, gave the weight per cubic foot of the sand under 
standard flow conditions. 

To calibrate the constant weight of dry sand con- 
tained in the 6-inch funnel, the weighed apparatus was 
inverted on a smooth surface and sand allowed to flow 
into the funnel until full. The difference between the 
weight of the apparatus with the remaining sand and 
the weight of the apparatus full of sand gave : the weight 
of the sand in the funnel. 

Correction for Coarse Material.—The standard com- 
paction test used in the laboratory showed the maximum 
density of that portion of the soil which passed the 
No. 4 sieve. Inclusion of material larger than the 
No. 4 sieve would have the effect of increasing this 
density owing to the higher specific gravity of the 
stone, approximately 2.65, as compared with the bulk 
specific gravity of the compacted soil, about 1.76 for 
soil having an average dry density of 110 pounds 
per cubic foot. Lifts, ‘compacted to specified densities 
based on the laboratory tests, and which contain 
material retained on the No. 4 sieve, will have densities 
higher than those indicated by the standard test. 

In this case the specified densities applied to the 
material passing the No. 4 sieve and consequently, a 
correction was made for the effect of the eR 
retained on the No. 4 sieve. This correction was made 
in the following manner: Instead of using the total 
weight of soil extracted from the auger hole in com- 
puting the density of a lift, a value equal to this weight 
minus one-third of the weight of the material retained 
on the No. 4 sieve was used (ratio of specific gravities 
given above is 3 to 2). 

All field tests in Ohio were performed in a portable 
laboratory (fig. 25) stationed on the job. 


CONTROL OF THE MOISTURE CONTENT ON INDIANA PROJECT 


On sections 2 to 8 where moisture control was not 
specified records of the moisture content of each lift 
were obtained as a part of the density determination 
previously described. 

Two samples were taken from each half lift on section 
1, and the moisture contents of the samples were 
determined by drying them in pans over an open 
flame, care being taken to constantly stir the soil to 
prevent burning. The sample (about 80 gm.) was 
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FiguRE 25.—PorTABLE FIELD LABORATORY IN OHIO. 


dried in approximately 10 minutes. The weighings 
were made on a triple beam balance having a capacity 
of 111 gm. and sensitive to 0.01 gm. 

Additional samples were taken from locations where 
visual inspection indicated important differences in 
moisture content. 

When the soil of section 1 needed either wetting or 
drying to give it the specified moisture content, mois- 
ture determinations were made after each application 
of water or during the disking to expedite evaporation. 
It was seldom necessary to dry the soil placed in 
section 1. Of the 20 lifts comprising the fill 17 re- 
quired the addition of water in amounts ranging from 
0.5 to 3 gallons per square yard. 


COMPACTION CONTROL AND DENSITY DETERMINATIONS ON OHIO 
PROJECT 


Use of Typical Curves.—The soil delivered to the fills 
on the Ohio project was obtained from the cuts and 
borrow pits in such a manner that 1t was a mixture of the 
materials represented by the samples for which moisture- 
density curves were determined. It was decided to 
adopt the method previously used with satisfactory 
results in Ohio °® when such variations were found. 
Selection was made from the group of curves available 
as a result of the tests made on samples from different 
parts of the cuts and borrow pits, the one most repre- 
sentative of the material being placed. Selection was 
made in the following manner: “The soil to be used in the 
fill was compacted in the compaction cylinder according 
to the standard procedure and its wet weight per cubic 
foot was determined. Penetration by the Proctor 
plasticity needle then disclosed its penetration resistance 
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in pounds per square inch. The observed wet density 
corresponds to a range of moisture contents on the 
group of moisture-density curves and the observed 
penetration resistance corresponds to a range of mois- 
ture contents on the group of moisture-penetration- 
resistance curves. Using the observed penetration and 
density the moisture-density and the moisture-penetra- 
tion curves for each sample were examined and the 
corresponding moisture determined on each curve. 
The soil for which these two values were most nearly 
equal was considered to be representative of the soul 
being placed and its moisture-density curve was used 
in further determinations. reas 

Moisture Control —The moisture determinations were 
made as the soil was delivered on the fill and after the 
various applications of water. 

The typical moisture-density and moisture-penetra- 
tion-resistance curves having been selected for a soil to 
be used in a particular lift, the density determinations 
were made in the usual manner. For checking the 
moisture content of the compacted material the Proctor 
plasticity needle, which disclosed the penetration 
resistance of the compacted lift, was used (see cover 
illustration). The moisture content of the soil in the 
fill was taken as the moisture content corresponding to 
the observed density on the typical moisture-density 
curve. This value was checked by using the observed 
penetration to determine moisture on the moisture- 
penetration curve. 

Compaction Control—As in the case of moisture 
control, the compaction was controlled in accordance 
with the moisture-density curves selected as described 
above. Table 9 shows that as many as 22 different 
curves were used on a section. The average maximum 
density determined from all curves used in each section, 
together with the range in maximum densities and the 
variations In compaction obtained in the fills are given 
in table 10. The table shows that compaction in 
excess of 100 percent of maximum was obtained on 
parts of every section. This indicates that actual 
field compaction, at places, exceeded that of the stand- 
ard compaction test. 


DETAILED RECORD MADE OF CONSTRUCTION OPERATIONS 


In view of the experimental nature of the construc- 
tion, an attempt was made to control the thickness of 
the fill layers as accurately as possible. The loose 
thickness of each lift was measured by taking elevations 
at the same spots before and after spreading soil. The 
pee in elevation was taken as the loose thickness 
of lift. 

In Indiana the measurements were made at locations 
50 feet apart along lines through the quarter points of 
the lift. If the measured thickness differed from the 
specified thickness by more than 0.1 foot for a distance 
of 50 feet, material was added or bladed off as required. 
An engineer’s level was used in taking elevations. All 
measurements in the Ohio experiment were made in a 
particular area of the fill section about 15 feet to the 
right of the center line at the station where the fill was a 
maximum in height and where the settlement cells, 
described later in this report, were placed. 

In order to obtain data relative to the uniformity of 
the embankment and the performance of the different 
types of compacting equipment, the following records 
were made during the construction of each section on 
both projects: 














TaBLE 9.—Variation between moisture content of compacted fill 
and optimum in Delaware County, Ohio 





























° Optimum moisture Variation from 

content 1 optimum Lifts | Mois- 

: 3s or OE ee ath ___| below | ture- 
Section No. opti- | density 

Aver- | Mini- | Maxi- | Aver- | Mini- | Maxi- | mum | curves 

age? | mum | mum age mum | mum 
Per- Per- Per- Per- Per- Per- Per- | Num- 
cent cent cent cent | cent cent cent ber 

1 ey Se poe Nees 18.8 14, 2 22.0} -2.0) -0.8} —49 94 12 
DD RaRt nO KAT Sah 2 18. 2 15. 5 22.0 —2.2 —.3 —4,2 96 16 
Pa Se ci oS 17.6 14.4 20. 6 —2.0 0 —4.8 97 17 
YA ad hae eee 18. 4 15.2 22.0 | —1.0 +.1 —4.0 74 18 
[iS Aree Se Re 20.0 16.0 23.0 —2.0 —.9 —4.4 96 11 
Orees tees ce 16.6 15.3 18.2 —.8 —.4 —3.5 83 10 
Ten a Cee 18.7 16.0 23.0 —.5 —.3 —-1.7 80 5 
Syst aes We Wee 23.0 —1.8 —.1 —6.5 95 22 
ee eee ete 17.6 14.7 20.2} —2.0 0 —5§.2 94 11 


























1 Determined in laboratory by means of standard compaction test. 
2 Average from curves used in test section, : , 
3 Percentage of lifts compacted at moisture contents below optimum. 


TaBLE 10.—Variation in densities in Delaware County, Ohio - 























La den Compaction 3 Mois: 

: Sa ere pees See Feel ts = ture- 
Section No. density 
Aver- | Mini- | Maxi- | Aver- | Mini- | Maxi- | Speci- | curves 

age? | mum | mum age mum | mum fied 
Lb. per | Lb. per| Lb. per| Per- Per- Per- Per- | Num- 
CTE CU Com ClL. tbe cent cent cent cent ber 

Geis es Pole se Ser 106. 1 102. 4 DS 99.5 91.0 108. 5 100 12 
DIS eases see 108.3 102. 4 113.7 105. 2 93. 5 11337 100 16 
eee ieee en 109. 4 102.7 114.5 102.9 93. 9 111.9 100 iV 
falter F Bes cu 107. 4 102. 4 113. 7 101.5 94,4 106.9 100 18 
he ee ssa Hf es 102.3 111.7 104, 2 96. 5 111.4 100 11 
6a ee 110.3 107.0 114.4 97.1 92.5 100. 7 100 10 
(er ee ee 107. 2 102.3 uals ¢ 101.4 100.0 102.5 100 5 
Baers es ale 109, 4 99. 2 118.7 97.3 83. 0 107.5 95 22 
Q aes eee 109. 3 103. 1 113.5 101.1 91.6 108. 6 95 11 





























1 Determined in laboratory by means of standard compaction test. 
2 Average for curves used in test section. _ 
3 Percentage of maximum dry density obtained in the compacted fill. 


Type of roller used for compaction. 

Maximum density and optimum moisture con- 
tent of the material comprising each lift. 

Number of lifts. 

Loose thickness of each lift. 

Moisture content of soil in each lift. 

Amount of water added to fill material. 

Number of trips with roller to obtain specified 
density. 

Thickness of lift after compaction. 

Density of compacted lift. 

10. Moisture content of compacted lift. 


The following time studies were made to obtain in- 
formation on the efficiency of the different rollers as 
indicated by the production in volume of material com- 
pacted per hour of rolling time: 


1. Total available working time for section. 

2. Actual working time of rollers. 

3. Delays due to weather conditions, equipment 
repairs, waiting for material, and other 
operations. 

4. Operating speed of rollers and other equipment. 

5. Time required for various construction opera- 
tions in connection with moisture control on 
section 1 of the Indiana project and on all 
sections of the Ohio project. 


SO Oa eo Ue one nS 


A summary of the construction records relating to the 
amount and percentage of compaction, the moisture 
contents of the compacted lifts, and the amount of 
rolling required to obtain the desired density are given 
in table 11 for the Indiana work, and in table 12 for the 
Ohio work. The results of the time and production 
studies presented in tables 13 and 14 were summarized 
from data furnished by H. L. Arbenz and W. R. Lytz, 
respectively, of the Division of Construction, Public 
Roads Administration. 
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TaBuE 11.—Construction record summary in Gibson County, Indiana 





Average Moisture conten 




















t Wet density Percentage of | Number trips with 
Thane thickness mks ait ab rl aeafedhs maximum wet roller to obtain re- 
thick. of lifts density quired density | 
Section: tts fc nee cose constructed Compacted fill Aver- | : 4 4S s achetis 
No Vie LOUCE Der | of lifts —-————-— — F age | | | | emarks 
Tet lifts speci- Opti- | NIE Sabo ee | : Aver- ‘ Fs a 
| ! i et ge -; | Mum 2 e- age | Aver-| Mini-| Mavxi- 
fied Com- |@UM "| Aver- | Mini- | Maxi- pacted : 
Loose S : | | \quired) ob- age | mum | mum 
pacted age | mum mum fill lreinedi 
Pounds Pounds! 
per per 
Per- | Per- Per- | Per- cubic cubic eevee era | 
Feet | Feet | Feet | cent cent cent cent foot foot cent | cent 
Olt ce eee a rae eas | ee fees evel eae = | ee a ee a | aeeaestntae | Foundation layer. 
, ie Sg a a Sheepsfoot- - -_---- 1 0. 50 0.56 | 0. 54 21,6 | . 23.3 22.2 24, 4 (Ate 124. 1 95 | 100.3 SO vere aesseoeel Lift ie ls 
17 . 50 . 50 | 48 19.6 19, 5 16.5 22.4 125, 2 122.6 95 97.9 8.0 6 18 | Lifts 3 to 10 and 12 
to 20. 
oie e. Be poe ee ee a eee allo ees oe ce eet oe Peers NG eee ec oe ee POU ations Laver, 
2 Diaheel . 50 17.3 22.9 | 20.8 24. 7 126. 5 12850 95 97.5 Zak Zz 3 Lifts 5 to 14. 
. ee Cee aaa .48 | 21.6 24.8 24.6 27.9 123.7 123.9 95 | 100. 2 2.0 z 2 Lifts 15 to 18. 
. 46 19. 6 20.8 20. 5 21,2 125, 2 124. 5 95 99, 5 1.8 1 2 | Lifts 19 and 20. 
eee Were eee i eer ei ace a fed ago eee Nee pete layer. 
5 I OL 17. 2.4 24. 6 126. 5 121.8 95 96.3 he 6 13 ifts 5 to 14. 
3.-.------- Sheepsfoot. - - .-..- 2| id0| .52] 144/216] 26.6| 245] 2871 123.7] 1181] 95] 955| 7.2 12 | Lifts 15 and 16. 
2 SU ee eto 42 19.6 20. 4 20.1 20. 7 125, 2 120. 4 95 96. 2 5.5 5 6 | Lifts 17 and 18. 
3) les ee wal ficyeygee Ne HT tat SAS SO | i le re ed |e lle ea cee ll a eet Foundation layer. 
, Saket eee S-Wheeless2 ==. e 1 Fy oh ee Seen 21.6 Ora. || Seek Sas 12357 128. 2 95 | 103.6 YF Epa | ee RE 2 Lift 4. 
6 . 15 77 72 19.6 21.0 IRA 25.3 125, 2 126.7 95 | 101.2 2.5 2 5 | Lifts 5 to 10. 
sine Se el | ee ee ee 8 2 a6 fa ARES, EAT Sac, | ee el) get ee fa |e | ee a Foundation layer. 
Gonna nano Pneumatic tire... { Sleege 76 69 | 21.6 |) 22/9] 20) 95/0035. 7 |) 12307) |) 12058 95 | 97.4] 3.9 3 12 | Lifts 4 to 11. 
6 Swheel { DW ieee pee Alem ceed | RS Us ee ey | Real's Maret OPE lk. on. alle eee ee ae es ay ea 81s ee ae Foundation layer. 
ener NP a eee Roa 7 1.00 95 87 21.6 24,3 21.5 26.3 123.7 123. 6 95 99.9 2.0 2 2 | Lifts 3 to 9. 
apr Dye eee eee eee Sees suena Ee A OPE lee 20) Lek eT cites el oe Se ee So | es a wh Sed 2 SS eae Foundation layer. 
(eas Pneumatic tire... { g| 1.00| .99| .84| 21.6] 27.1 | 23.0] 29.5] 123.7] 120.4| 95 | 97.3] 27 2 3 | Lifts 3 to 10. 
+ 43 ee he el ee ee eed ere ee | ee eee RE al ge ieee eS So alee Ses Re i Sere Slee _..| Foundation layer. 
Bote == - Pneumatic tire... - { 135i 50 55 52| 184] 20.4] 14.9] 26.3] 125.0] 123.7 95 | 99.0| 29 2 6 | Lifts 3 to 15. 





















































1 Determined from compaction tests performed in laboratory. ; 
2 Determined from compaction tests performed in laboratory. Figures given ar 
maximums. 


e maximum values for the compaction method used in the test and not absolute 


TABLE 12.—Construction record summary in Delaware County, Ohio 



























































| 
Thick-| Average thick- eH E pags Number trips with 
ness ness per lift etl heen aoe hate dry eee dry roller to obtain re- | Num- 
s loose constructed ey y quired density ber 
ection Num- | mate- ees pa) Ss | mois- 
vo. Type roller ber lifts} rial & 3 A | ; ture- 
Sgetor Com- | Opti- | “0° | Maxi- Orns Re- | *~Vel | Aver- | Mini- | Maxi- | density 
cages Loose | pacted | mum ! | agit mum ! | P asta’ quired | pod age | mum | mum | CUrves 
Pounds, Pounds | 
per per 
ae ee rab sais ee c ee el pee 
Feet ee ee cen cen 00 00 cen cent | 
Ie Skies @ See sheepstoot. ene se ee eee 21 0. 50 0. 54 0. 42 18.8 16.8 106. 1 105. 6 100 99. 5 1 8 12 12 
RI Tt ne ely | S-Wwheel soe ee <t 31 . 50 . 61 .49 18, 2 16.0 108. 3 113.9 100 105, 2 2.6 2 4 16 
Rie ee ott Bn es ee Oe Pneumatic tires. 32 . 50 . ol . 39 17.6 15. 6 109. 4 112.6 100 102.9 4.8 3 6 7 
BO ane en Sales Se Sheepstootmen oo ee 28 . 50 . 54 . 38 18.4 17.4 107. 4 109. 0 100 101.5 6.3 5 10 18 
Oe ee a I es De WO6 Ls Sse ee ee ee 28 . 75 . 66 . 4 20. 0 18.0 105. 5 109. 9 100 104. 2 | 4.1 2 8 11 
(ee ote oe Soe eee DB RECDSIOO bs meee eee aoe 13 75 . 78 | . 62 16.6 15. 8 110.3 107.1 100 | 297.1 6.0 6 6 10 
ORD ee ORS. eae Pneumatictinees. ose 10 75 | . 90 . 68 18.7 18. 2 107. 2 108. 7 100 101. 4 6.0 f 8 5 
SS eee = Se eee Pheepstoot.. 2 ee oe 38 . 50 . ol . 40 renal 15,8 109. 4 106. 4 95 97.3 8.4 3 20 | 22 
UE he Eee SFWNeCl ae 2S. eee ee ee 35 FOU) ee eee sel ee ee 17.6 15.6 109. 3 110.5 95 101.1 3.3) 1 8 ll 
| | 





1 Average of all optimum moisture contents and maximum densities as determined in laboratory on the different soils placed in the test section. 


¢ 2 Two types of sheepsfoot rollers used on this section. All lifts compacted with 6 
roller. 


CONTROL _ OF MOISTURE CONTENT WITHIN A NARROW RANGE 
FOUND TO BE PRACTICABLE 


Indiana Project—As shown in table 11 the average 
moisture content of 17 of the 20 lifts in section 1 was 
only 0.1 below the optimum for the material used. On 
one lift the average was 1.7 higher than the optimum. 
Although in a few instances the variation from the op- 
timum was somewhat greater than the 1 specified, it is 
evident that the moisture control practiced on this 
section produced a high degree of uniformity in moisture 
content. Variations from the optimum were found to 
be greater on the other sections where the fill material 
was placed as it came from the borrow pit without re- 
gard to its moisture content. 

Ohio Project.—It was not practicable to keep the mois- 
ture content within the range of 1 of the optimum 
value. An attempt was made to maintain the moisture 
within the specified limits, but wider variations were 


roller trips and densities recorded for comparison of compaction produced by each 


permitted where satisfactory compaction was obtained 
and rigid control of the moisture content would have 
affected the progress of the work to such an extent as to 
be impracticable. 

Variations between the average moisture contents of 
the compacted fills and the optimum moisture contents 
of the soils are given in table 9. The average variation 
for all the sections was 1.7 below the optimum, while 
average variation for the different sections ranged from 
0.5 to 2.2 below the optimum. Although the varia- 
tions in individual cases were somewhat higher, reaching 
a maximum of 5.5 below the optimum in section 8, the 
average values indicate that the moisture content of the 
soil can be maintained reasonably close to the optimum. 

It is of interest to observe that on most of the work the 
compacted soil did not have a moisture content greater 
than the optimum. The number of lifts compacted at 
moisture contents below the optimum amounted to 92 
percent on the nine test sections and varied from 74 
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percent on section 4 to 97 percent on section 3. This 
condition occurred in spite of the addition of water to 
all but a few of the lifts placed. The additional moisture 
was not sufficient, in most cases, to raise the moisture 
content to the optimum. 


WEATHER INFLUENCED THE MOISTURE CONTENT OF FILLS IN 
INDIANA 


The optimum moisture contents of the different soil 
materials used in the fill, the average variations from 
the optimum, and minimum and maximum variation 
from the optimum of samples of compacted soil are 
given in table 15, together with dates of construction of 
the various lifts and the sources of the fill material. 

A study of table 15 and the weather records indicate 
that, in the absence of moisture control, the moisture 
content of the compacted lifts was influenced largely by 
weather conditions. The variation from the optimum 
was greatest in the portions of sections 2, 3, and 7 
constructed in August, when there was a considerable 
amount of rain. In most cases the moisture content 
was higher than the optimum which was to be expected 
since in addition to the August rains the rains in July 
had been so heavy and frequent that practically no con- 
struction work could be performed. In contrast rela- 
tively small variations were found on sections 4, 5, and 
6; lifts 19 and 20 of section 2; and lifts 17 and 18 of 
section 3 placed during September 2 to 17. 


MOISTURE CONTROL DOES NOT CAUSE SERIOUS DELAYS IN 
CONSTRUCTION 


Indiana Project—One of the major delays in the 
construction of fills was waiting for material. This 
was due to an insufficient number of hauling units. 
Hauling operations were never delayed because of 
rolling. The time lost waiting for material (table 13) 
was greater than the actual rolling time required to 
compact the fill. Each of the rollers readily compacted 
all of the material delivered to the fill. 

The hauling equipment was delayed on section 1 
to correct the moisture content of the soil. Sprinkling 
of dry soil, drying of wet soil, and necessary disking 
resulted in a delay of 25.46 equipment hours. . Addition 
of water by a distributor operating at a speed of about 
3 feet per second took an average of 25 minutes per lift 
although as much as an hour was required on some lifts. 
Mixing of the soil and water was done with a disk 
harrow which operated at an average speed of 200 feet 
per minute. The average time for disking was 35 
minutes per lift, but this varied according to the width 
of the lift and amount of water added. 

In only one instance was it necessary to reduce the 
moisture content of the soil delivered to the fill prior 
to compaction. The soil was spread and left to dry 
with occasional disking to facilitate the drying. Six 
hours of intermittent drying and disking were required 
to process the soil in this manner. 

Delays resulting from the moisture control occurred 
only on the first six lifts on section 1. As the various 
operations of wetting and disking the fill material 
became more familiar to the construction crew, delays 
were avoided. 

Ohio Project— The actual number of hours that the 
rollers were in operation was a small percentage of the 
time that they were on the job. Most of the time was 
consumed in waiting for material and for other opera- 
tions In connection with hauling, spreading, disking, 





TasiLe 13.—Summary of time and production studies of rolling in 
Gibson County, Indiana 



































a |o Use of available | Volume |3% (42 
g oe working time compacted|"Ss [o.4 
ow 42] ° = Ss 
o 3 ie a ele A 3 |BS 
j tS) = ' fe aw A b= i) 
oes Type roller ae a Sq | Be eee S |2z 
: Bal e*| & | PE | SB | 8 | eee si gse 
S5/8 | § | 28 | 53/38 |42igegided 
a | | 8 | 88/8%)|o2 |p (Ssaesa 
H |< Pauses Oo a Ay Ip <4 
Ft. 
per Cu. | Cu. 
In. \min Ars | Ar. | Hr. | yds \ydsiesec: 
Tt oe ee Sheepsfoot -----.-- 6| 256) 32.97| 41.98) 97.05)11, 250] 341} 10.55 7.8 
Qavtizene| 3-wheel ween sees 6} 160) 25,28) 35.78} 9.94] 6,150) 244) 14.80 2.0 
Pape at Sheepsfoot ---_---- 6} 185] 19.08) 26.85) 5.07) 4,855] 255) 14.11 7.4 
4 Pere 3-wheele) Soe .- 9} 150} 11.08] 15.67) 9.25] 5,074) 458) 7.85 2.4 
SA Sss~ Pneumatic tire___- 9| 175] 12.40} 13.60] 10.00) 5,432] 438] 8. 21 3.9 
(sie ae 3-wheel ee est 12} 144) 8.73) 17.17} 9.10} 4,974} 570] 6.33 2.0 
(Pa ote? Pneumatic tire.___| 12] 220) 11.27} 29.08) 6.40} 6,280] 557] 6.44 2.7 
Scenes te Pneumatic tire___- 6| 250] 18.60| 52.27] 23.48] 6,720] 361) 9.97 2.9 











1 Actual number of hours rollers were used for compacting. 


TaBLe 14.—Summary of teme and production studies in Delaware 
County, Ohio 
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Sue ee Pneumatic tire___- 6) 280) 41.74] 2.33) 41.28] 9,159} 220) 16.4 4.8 
1 ae Sheepsfoot---_---- 6| 240| 29.29} 25.27) 34.74) 8,156) 279) 12.9 6.3 
Lie ee i 3-wheclose ose 9} 295) 25.60) 11.06) 29.38] 6,315} 247) 14.6 4.1 
(a): pao a Sheepsfoot____---- 9} 320) 8.73) 2.50) 6.10) 2,232) 255) 14.1 6.0 
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1 Actual number of hours the rollers were used for compacting. 


TaBLE 15.—Dates of placing material from different sources and 
variations from optimum moisture content in Gibson County, 
Indiana 


























Source of fill Variation from opti- 
material Opti- mum 
Sec- 2s | esartpbon ee See i 
tion | Lift No. sat ees sais Const Ne 
No. or- | Depth, ture z # : 
row | below | content yee pee eee 
pit jsurface te 
Per- | Per- | Per- 
Feet | Percent| cent cent cent : 
1) See A 8-15 21.6 |1+1.7 | +0.6 | +2.8 | Oct. 4. 
153 2 3to 102eea) eA 0-5 19.6 | —.1 | —3.1 | +2.8 | Sept. 28-Oct. 4. 
125t0) 20 eee en 0-5 19.6 —.1 |} —3.1.| +2.8 | Oct. 5—12. 
Sito [4a A 0-8 17.3 | +5.4 | +3.5 | +7.4 | Aug. 10-19. 
Aw eae 15 to 18 A 8-15 21.6 | +3.2 | +3.0 | +6.3 | Aug. 30-Sept. 1. 
19 to 20 A 0-5 19.6 | +1.2 +.9 | +1.6 | Sept. 12. 
5 to 14____- A 0-8 17.3 | +5.1 | +3.9 | +7.3°} Aug. 10-19. 
Se 15 to 16____| A 8-15 21.6 | +5.0 | +2.9 | +7.1 | Aug. 30. 
17, to.18298-) 7A 0-5 19.6 --:8 +.5 | +1.1 | Sept. 12 and 17. 
4 { 4 Se ee A 8-15 21.63 Pro | eee nee Sept. 9. 
Saas Lor tO eames A 0-5 19.6 | +1.4 | —2.5 | +5.7 | Sept. 9-17. 
fifap.p ee’. 4 to lize A 8-15 21.6 | +1.3 | —1.4 | +4.1 |} Sept. 6-9. 
6.22233 SiC 0,0 eee A 8-15 21.6 | +2.7 | —.1 | +4.7 | Sept. 2-9. 
1e Bose S.COMLO leas A 8-15 21.6 | +5.5 | +1.4 | +7.9 | Aug. 23-Sept. 2. 
S2eoes- 3itO bee ED ee OZoAD 18.4 | +2.0 | —3.5 | +7.9 | Sept. 27-Oct. 6. 




















1 Plus and minus signs indicate moisture contents above and below optimum. 


and sprinkling. Construction work was never delayed 
because of the rolling. Each of the rollers readily 
compacted all of the material delivered to the fills. 

It was necessary to add water to almost all lifts in 
order to comply with specifications for moisture con- 
trol. This was done with an 800-gallon pressure dis- 
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tributor and two disk harrows. When moving at the 
speed of 250 feet per minute, the water was applied 
at the rate of 0.5 gallon per square yard. Two trips 
with a disk harrow operating at 200 feet per minute 
was generally required for mixing the water and soil. 
While these operations sometimes delayed the roller, 
they were not responsible for delays in hauling or 
spreading. 


REQUIRED COMPACTION READILY OBTAINED 


The construction records summarized in tables 11 
and 12 show that the required compaction was obtained 
with all types of rollers. 

The average density and average number of trips by 
rollers of each type required to obtain compaction are 
shown in table 16. 


TaBLe 16.—The average density and number of trips needed for 











compaction 
Number trips Maximum | Maximum 
=. wet den- | dry den- 
Roller type sity in sity in 
Indiana Ohio Indiana Ohio 
Percent Percent 
Bhisensioot.48= te A 7.6 7.6 97.2 98. 6 
P= WOOL Manas Rates who en Soe 2.1 3.4 99. 5 102.9 
Penaniatic ting so. 5 See se 3.1 5.1 98.1 102.9 














Indiana Project—The three-wheel and pneumatic 
tire rollers gave equal compaction with the same effort 
regardless of whether the loose thickness of the lift was 
6, 9, or 12 inches. The data disclose also that varia- 
tions in average moisture content of the soil of as much 
as 5.5 above the optimum, and more than 7 in a few 
instances, did not increase the amount of rolling neces- 
sary to obtain the specified density. 

Extreme cases of 18 trips with the sheepsfoot roller, 
5 trips with the three-wheel roller, and 12 trips with 
the pneumatic tire roller were recorded. This occurred 
in only one instance with each type of roller and had 
little effect on the average values. Asa matter of fact, 
the specified density was obtained with 6 or less trips 
on 69 percent of the lifts compacted with the sheepsfoot 
roller, with 11 to 13 trips on 24 percent of the lifts, 
and with 8 or 9 trips on 5 percent of the lifts. Like- 
wise, 2 or less trips were required on 88 percent of the 
lifts compacted with the three-wheel roller, and 3 or 
less trips on 88 percent of the lifts compacted with the 
pneumatic tire roller. 

Several tests were made on section 6 to determine if 
there was any difference in density between the upper 
and lower halves of a 12-inch lift compacted by a three- 
wheel, 10-ton roller. The results of these tests, given 
in table 17, show that satisfactory compaction was pro- 
duced throughout the entire thickness of the lift and 
that the lower half is likely to have a density equal to or 
greater than the upper half. The moisture content of 
the soils in this section ranged from 0.1 below to 4.7 
above the optimum, and averaged 2.7 above the opti- 
mum. It has been observed that these relatively high 
moisture contents facilitate compaction of soils such 
as were found on this project. 

Ohvo Project.—With the three-wheel and pneumatic 
tire rollers slightly more rolling was necessary on the 
9-inch than on the 6-inch lifts in order to obtain equal 
compaction. 

Extreme cases of 20 trips with the sheepsfoot roller 
and 8 trips with the three-wheel and pneumatic tire 

59852144 —3 











TaBLE 17.—Results of density determinations on upper and 
lower halves of 12-inch lift compacted with 3-wheel 10-ton roller 
in Indiana 





| | ' : 
| Number Maximum wet density 











Lift No. | Station | trips with | - — 
| | roller | Upper half | Lower half 
| fa 
Percent | Percent 
fe Re ee: ee eee 271+02 2 | 105. 9 | 101.0 
OR TAC A Pate es eT ae ae 270+32 | 2 | 105.1 111.2 
ES ae wes Co ee CS es Se ae 270+35 | 2 | 102.3 109, 8 
ORs Fe eR UN Ae oe RE ae | 271+0% | 2 | 100. 4 106. 6 





rollers were recorded. This occurred on only one lift 
in the case of the sheepsfoot roller and on three lifts 
with each of the other rollers. The construction 
records show that the specified density was obtained 
with 8 or less trips on 77 percent of the lifts compacted 
with the sheepsfoot roller, 4 or less trips on 74 percent 
of the lifts compacted with the three-wheel roller, and 
6 or less trips on 93 percent of the lifts compacted with 
the pneumatic tire roller. 

The average densities of the compacted fills were very 
satisfactory. Although the minimum densities in some 
cases were considerably below the percentage specified, 
it will be seen that all lifts, with the exception of those 
in section 8, were compacted to a density of more than 
90 percent of the maximum as indicated by the com- 
paction test. Only three lifts in section 8 fell below 
this mark. These three lifts had densities equal to 83, 
88.8, and 89.5 percent of the maximum. 


ROLLER PRODUCTION DISCUSSED 


Despite the fact that the required compaction was 
obtained by fewer trips of the three-wheel roller than 
by other types of rollers higher production in cubic 
yards compacted per hour was obtained with the 
pneumatic tire and sheepsfoot rollers on the Indiana 
project where the fill material was placed in 6-inch lifts 
and on the Ohio project for both 6- and 9-inch lifts. 
Differences in width and speed of roller account for this. 

For example, sheepsfoot roller type A covered a strip 
106 inches wide as compared with 60 inches for the 
pneumatic tire roller, while for the three-wheel roller 
the aggregate width of the rear rolls was 46 inches on the 
Indiana project and 40 inches on the Ohio project. At 
equal speeds the sheepsfoot roller could roll a given area 
once in 57 percent of the time required by the pneumatic 
tire roller, in 43 percent of the time required by the 
three-wheel roller in Indiana and in 38 percent of the 
time required by the three-wheel roller in Ohio. 

Stated in another manner at equal operating speeds 
the sheepsfoot roller could roll an area approximately 
1.8 times as fast as the pneumatic tire roller, 2.3 times 
as fast as the three-wheel roller in Indiana, and 2.6 
times as fast as the three-wheel roller in Ohio. 

Speed of Rollers in Indiana Project.—The average 
speed of the sheepsfoot roller of 256 feet per minute on 
section 1 was the maximum obtainable with the 40- 
horsepower tractor used to pull the roller. This tractor 
did not have the power necessary to operate at a higher 
speed. ; 

Speed of the pneumatic tire roller was influenced by 
safety considerations. The roller had a tendency to 
tip over, so it was necessary to operate at slow speed 
along the edges and sides of the fill. Speed was in- 
creased on the central portion of the fill. This difficulty 
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was not encountered with the sheepsfoot roller which 
could readily adapt itself to uneven and irregular 
surfaces. 

In accordance with the specification requirements, 
the three-wheel roller was operated in extreme low gear 
at approximately 3 feet per second. On one lift of 
section 2 the speed was increased to about 6 feet per 
second. The density determination showed that the 
compaction was undiminished at the higher speed and 
that an increase in roller capacity corresponding to the 
increase in speed could be obtained. 

Relative Production in Indiana Project.—Table 13 
shows that the pneumatic tire roller compacted a cubic 
yard of soil in 6-inch lifts in less time than the other 
rollers. The greatest number of trips of actual rolling 
was recorded for the three-wheel roller on section 2. 
The maximum production of 361 cubic yards per hour 
was obtained with the pneumatic tire roller on section 8 
as compared with 244 for the three-wheel roller on 
section 2, and 341 and 255 for the sheepsfoot roller on 
sections 1 and 3, respectively. 

With respect to the production of the sheepsfoot 
roller on sections 1 and 3, the greater production was 
obtained on section 1 even though the average number 
of trips required to obtain the specified density was 5 
percent higher. The increase in production of 33 percent 
is attributed entirely to the increase of 38 percent in 
the roller speed. 

On the sections where the material was placed in 
lifts having loose thicknesses of 9 and 12 inches, greater 
production was obtained with the three-wheel roller 
than with the pneumatic tire roller. The sheepsfoot 
roller was used only on the 6-inch lifts. A very definite 
increase in production was accomplished by increasing 
the lift thickness. The influence of lift thickness on the 
roller production is shown in figure 26. 

Ohio Project—Table 14 shows that on the sections 
where soil was placed in 6-inch lifts 12.9 seconds was 
required to compact a cubic yard of soil with the 
sheepsfoot roller on section 4 and 19.9 seconds on 
section 1. These figures compare with 16.4 seconds for 
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FicurRE 26.—ReEvATION Berween Lirr THICKNESS AND 
ROLLER PRopucTION IN GriBson County, INDIANA. 





the pneumatic tire roller on section 3 and 19.9 seconds 
for the three-wheel roller on section 2. The least 
amount of time necessary to compact 1 cubic yard on 
the sections constructed in 9-inch lifts was 13 seconds 
with the pneumatic tire roller. 

Maximum production of 279 cubic yards compacted 
per hour was obtained with the sheepsfoot roller on 
section 4. On section 1, however, the sheepsfoot roller 
was able to compact only 181 cubic. yards per hour. 
The greater production on section 4 indicates that the 
higher moisture content of the soil was significant in 
facilitating compaction. The average variation from 
the optimum moisture content on section 4 was —1 
as compared with —2 on section 1. The percentagesof 
the total number of lifts compacted at moisture con- 
tents below the optimum on sections 1 and 4 were, 
respectively, 94 and 74 percent. 

The average number of cubic yards compacted per 
hour for the different rollers are summarized as follows: 


Sheepsfoot roller: 


Gsinchy lifts a es eee 245 cu. yd. 

OninGhr lifts 2 5 eke ere aa nec eae 255 cu. yd. 

AINSeCtion Sos 2 Ry Mi Meet re eae 247 cu. yd. 
Pneumatic tire roller: 

6-inchilil (aS ee ee a ee 220 cu. yd. 

SEH o XG] OWN NU res net ue ay ue ews he Ss 277 cu. yd. 

A ESE CELLO TS Ee: 5 enemies ene Nee eee see ee 227 cu. yd. 


Three-wheel roller: 


G-inch {if tae ee eet eel ease 181 cu. yd. 
9-inch lif (Ses aes ee a ee eee 247 cu. yd. 
Al SeCtlONS ere, 52 Soe eee eee 216 cu. yd. 


These data disclose maximum production with the 
sheepsfoot roller on the 6-inch lifts and with the pneu- 
matic tire roller on the 9-inch lifts. Although the 
increase 1n production obtained with the sheepsfoot 
roller as a result of increasing the lift thickness is very 
small, the production of the pneumatic tire and three- 
wheel rollers was increased materially. The influence 
of lift thickness on roller production is shown in figure 27. 

Variations in production and compaction correspond- 
ing to different operating speeds of the rollers, as sum- 
marized from the daily records of the production 
studies, are given in table 18. Although it was im- 
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Figurg 27.—RELATION BErweEen Lirr THICKNESS AND . 
RouLtER PrRopucTION IN DELAWARE County, OHIO. 
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possible to maintain a constant rate of speed under 
the various construction conditions, it is believed that 
the speeds indicated represent the average speed during 
the period of observation. The data show a wide 
variation in volume of fill compacted per hour for the 
different roller speeds. There is, however, a definite 
indication that greater fill production was obtained at 
the higher speeds without any sacrifice in the quality 
of the compaction. 


PERFORMANCE OF SHEEPSFOOT ROLLERS COMPARED WITH 
THAT OF OTHER ROLLERS 


Ohio Project.—Of the 100 lifts on which the sheeps- 
foot rollers were used, 87 were compacted with type A 
roller and 13 with type B roller. The average densities 
obtained with each roller and the average number of 
trips required to obtain this density were as follows: 
Type A roller with 7.8 trips produced 98.7 percent, of 
maximum dry density and type B roller with 6.8 trips 
produced 97.7 percent. 

Type B roller was used only on eight lifts of section 
4, and five lifts of section 6. The remaining lifts on 
these sections were compacted with type A roller. On 
section 4 both rollers were loaded to capacity and an 
attempt was made to obtain the specified 100 percent 
compaction. 

On section 6, in addition to using both rollers with 
the drums full of water, roller type B was used with the 
drums about half full of water. While in this condition 
all lifts were compacted by six trips and the soil den- 
sities determined. The densities obtained were con- 
sidered satisfactory. 

The results obtained on sections 4 and 6 are sum- 
marized in table 19. These data indicate that slightly 


TaBLe 18.—Effect of roller speed on production and compaction in 
Delaware County, Ohio 

















Volume pa eg 
compact- . 
Section;No. Type roller ea ene ot ed per aver 
hour of compac- 
rolling ti ae 
Feet per Cubic 
, minute | Percent yards 
250 100. 1 172 8 
SS ek se sett Sheepsfoot_-___-------- ae os = ee . 
300 103.0 172 12 
100 108. 2 75 3 
150 104.6 232 3 
in ae = S=-WHOOlsse ste es cee 200 110.1 264 3 
200 105.1 138 4 
300 104.3 294 3 
200 98.7 166 2 
200 105.6 164 5 
omen Pneumatic tire_.------ a ee ae | 
300 105.8 262 5 
300 104.0 244 6 
200 100. 1 222 6 
200 106. 4 158 if 
230 100.3 257 6 
240 102. 2 332 6 
(ll ge Pheepsloote-. = -see-—s 240 101.3 176 9 
250 100.7 300 6 
270 101.6 408 6 
300 100. 8 441 5 
330 96.0 380 6 
200 106.7 191 2 
240 104.0 236 3 
250 ori 244 : 
300 07. 269 

B__-------------- 3-wheel....-------~---- 300 | 109.3 174 5 
330 99. 2 290 5 
340 102.9 274 5 
400 109.8 317 5 
OPS So pea ae Sheeps(oot. = 2.-2--5,-% { an oat : oc “ 
300 100.0 319 6 
eee Pneumatic tire__-----.| 300 101. 2 306 7 
| 400 102. 2 258 8 

















' Compaction in percentage of maximum dry density. 
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Figure 28—ComPactTeD FILL IN OHIO AFTER RAIN. 
SURFACE IS SLICK AND SLusHy But Nor Rutten. 


TaBie 19.—Summary of roller trips and densities on sections 4 
and 6 in Delaware County, Ohio 

















: F r Maxi- 
f water in | Number |} Number | 
Roller type Quantity o * a ae mum dry 
drum lifts trips density i 
| 
Percent 
Section 4: 
Ae ee ee Tal -43 a" Sees oe ee 20 5.9 101.9 
iS See ee ee POUT TS ceeds cen tae So 8 7.3 99. 1 
Section 6: 
7 ah GI Py he OS Nl RDU Pe Been eg Me ne SN 8 6 97.9 
Log eee one men Oe Pirtgly niled4e= ae 3 6 94.7 
ae le. Pee ee Hulse See ee oe 2 6 95.6 














1 Average values. 

2 Ground pressure of 223 pounds per square inch. 

3 Ground pressure of 290 pounds per square inch. 

4 Ground pressure of 232 pounds per square inch. 
better results were obtained with roller type A than with 
roller type B, and that roller type B was more effective 
with the heavier load. Since there were variations in 
soil and moisture content at the time of compection 
and the data are limited, it seems that the differences 
in compaction are not great enough to be significant. 


OPERATION OF SHEEPSFOOT ROLLERS IN INDIANA IMPROVED 
BY LOAD ADJUSTMENT 


To meet the requirements of the specifications relat- 
ing to the ground pressure under each tamping foot of 
sheepsfoot roller type A, it was necessary to fill the 
drums with water. There was a tendency at times for 
the tamping feet to pick up the soil and tear material 
loose rather than compact it. This was overcome by 
drawing out part of the water and reducing the ground 
pressure under each foot from 209 to 164 pounds per 
square inch. The required compaction was readily 
obtained in this manner. 

Sheepsfoot roller type B was used only on 6 of the 20 
lifts in section 1. It was first tried with the drums full 
of water. Under this load the feet dug up the soil and 
satisfactory compaction could not be obtained. It was 
then used with the drums half filled with water and gave 
good results. The most efficient operation was ob- 
tained when the drums were empty. In this condition 
the ground pressure under each tamping foot was 
approximately equal to that of sheepsfoot roller type 
A partially filled with water. 
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Ficure 29.—ERosIon 1n InpIANA (A) OF THE SHEET AND GULLY TYPE IN Borrow Pir A, (B) CHannEtS Drain INTO OUTLET IN 


Eig 


ACNE 


Borrow Pir A, (C) in Fitt Stope Berore Goop Cover or LespEDEZA WAS ESTABLISHED, AND (D) TyprcaL CONDITION OF 


SHOULDERS AND SLOPES ON ENTIRE PROJECT. 


COMPACTION PRODUCED BY BULLDOZERS AND TRACTORS IN 
INDIANA COMPARED 


The compaction produced by construction equip- 
ment other than rollers was investigated on lifts 5 and 6 
of section 7. Density tests were made in the path of 
the bulldozer and tractors spreading the material 
deposited by trucks. These tests were in addition to 
those performed after compacting with the pneumatic 
tire roller, which was used on portions of lifts 5 and 6, as 
well as on the other lifts comprising the fill section. 
The results of these tests are presented in table 20. 

The normal movements of the 17-ton bulldozer in 
spreading the soil on lift 5 produced a density of 94.4 
percent of the maximum wet density. Two passages of 
the 11-ton tractor increased the density to 97.5 percent. 
This compares with 101.1 percent obtained with three 
trips of the pneumatic tire roller. 

On lift 6 the density obtained with the 17-ton bull- 
dozer was 93.3 percent of the maximum wet density. 
In one location, two passages of the 11-ton tractor did 
not increase the density, while in another instance the 
density was increased to 96.2 percent. This difference 
may be accounted for by the fact that in the former case 
the lower 2 inches of the lift was loose and uncom pacted. 

Two trips of the pneumatic tire roller over the bull- 
dozed material did not serve to increase the density 
on lift 6. However, an average density of 97.3 percent 











was obtained on this fill section with the pneumatic 
tire roller, and in no case were more than three trips 
necessary to obtain the required density of 95 percent. 
The moisture contents of the fill material in this sec- 
tion ranged from 1.4 to 7.9 above the optimum and 
averaged 5.5 above the optimum. 


COMPACTION PREVENTED SOFTENING FROM RAINS BUT DID 
NOT PREVENT EROSION 


Removal or mixing with drier soil of any layer of 
the compacted embankment, which became softened 


TABLE 20.—Compaction produced by bulldozer, tractors, and pneu- 
matic tire roller on lifts 6 and 6 of section 7 in Gibson County, 
Indiana 








Type of equipment Number trips Lift No. ee dates 
Percent 

17-ton: DUlIdO Zen ae ene Spreading !_______- 5 94. 4 
11=ton tractoret 2-2) 2s ee eee Pee ew ae SLE = ele 5 97.5 
Pneumatic tire rollet 52 2se=22 seas ae See ee AOE 5 101.1 
L7=ton bulldozer 2saee eee eee Spreading !_____-_- 6 93.3 
1I—ton (actor sae oreo eee nae ees Qa Eee eee ee ea 6 493.1 
Bnewumatic tire roller sae eeeae eee ee FE ee eI oe SE Dt | 6 93. 4 
11 ton bractore = ce cone ee eee Dee a a 6 96. 2 














1 Normal movement of bulldozer spreading material. Number of trips indefinite. 

2 Tractor moved forward and backward in same path after bulldozer had completed 
spreading. 

3 Roller used on portions of lifts after bulldozer had completed spreading. 

4 Loose, uncompacted material found in lower 2 inches of lift. 
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by rains was a requirement of the specifications for 
the Ohio work. Although heavy rains occurred during 
the construction of the test sections, they did not cause 
softening of the compacted lifts. The surface of the 
fill became slick and a small amount of slush was 
formed under the action of traffic as shown in figure 28 
but there was no detrimental rutting. Only removal 
of the slushy material by blading was needed to accom- 
modate traffic over the fills without any inconvenience. 

The contractor was able to continue grading oper- 
ations within a few hours after it stopped raining. 
Unsatisfactory condition developed only on the lifts 
compacted with the sheepsfoot roller. The small 
depressions left by the feet of the roller held water 
and became quite soft, necessitating considerable 
drying before additional material could be placed. 
This condition was overcome by smoothing out the 
surface with the three-wheel or pneumatic ‘tire roller 
just as the rain was commencing. 

As illustrated in figure 29, A and B, the soils used 
in the construction of the fills in Indiana were susceptible 
to severe sheet and gully erosion when not protected 
by a good cover of vegetation. A great many wash- 
outs and gullies were observed on the shoulders and 
slopes of all the sections soon after the fills were com- 
pleted. Following the construction of the concrete 
pavement, the shoulders and slopes were repaired and 
planted with Lespedeza. Some erosion occurred (fig. 
29, C and D) soon after planting but this has been 
reduced to negligible amounts since a_ satisfactory 
cover has been established. 

Embankment slopes in Ohio were left unprotected 
for the purpose of observing the resistance to erosion 
of the sections compacted by different types of rollers. 

On neither of the projects was there a significant 
difference in condition of the various fill sections 
indicating that the edges of the fills were equally well 
compacted by all the rollers insofar as resistance to 
erosion was concerned. 


SETTLEMENT CELLS INSTALLED 


For the purpose of measuring the subsidence of the 
fills into the undersoil use was made of settlement cells. 
Total settlement of the fills including subsidence was 
determined from measurements made on _ reference 
stakes, plugs, and marked locations on the pavement. 

The cells used to measure the subsidence are similar 
to the Ames settlement cell described in Bulletin 112 
of the Iowa Engineering Experiment Station, published 
in 1933. The cell, and its accessory parts, illustrated 


GLASS GAGE 
INDICATOR BOARD 












POUR WATER IN 
BRASS TUBE 


WATER RISES TO THIS 
[ MEVELIN GLASS GAGE 
ADJUSTABLE REFER- 


5 ENCE POINT AND 
LEVEL ROD REST 








DRAIN TUBE 


COPPER TUBES 






CONCRETE HEAD WALL « 


FOR COPPER TUBES eat DRAIN 


OUTLET 


uRE 30.—DIAGRAM SHOWING OPERATION OF SETTLE- 
MENT CELL. 











FicurE 31.—PnLaciInG SETTLEMENT CELL IN OBIO. 


in figure 30, operates on the principle that the level 
of liquids in two vessels connected by a tube will be 
the same, provided the tube is large enough to allow 
the liquid to flow freely. 

The cell (fig. 31) consists of a small chamber welded 
to a steel plate 12 inches square. It can be placed at 
any pointin the embankment. Within the chamber are 
two orifices at different levels. The upper orifice, con- 
sisting of a tube screwed to the base of the cell, 
coupled to a copper tube extending out through the fil 
to a convenient place where it is attached by 1 means of 
a rubber hose to a glass gage tube mounted on an indi- 
cator board (fig. 30) which may be moved from one 
location to another. The lower orifice, flush with the 
base of the cell, is connected with another copper tube 
and serves merely as an overflow outlet for the system. 

When taking readings to determine the changes in 
elevation of the cell, the indicator board with the 
attached glass gage and brass tubes is set in a vertical 
position near the toe of the fill slope, as illustrated in 
figure 32. By means of a rubber hose, the glass gage 
is connected to the copper tube leading to the upper 
orifice in the cell chamber. The other tube is left open 
to serve as a drain. Water is poured into the brass 
tube until it overflows the upper orifice and flows out 
from the outlet pipe. Water is added until the system 
is entirely free of air as indicated by a uniformly con- 
tinuous flow from the drain tube. The level of the 
water in the glass gage is then the same as the upper 
orifice in the cell chamber. The adjustable reference 
point is moved vertically on the brass tube to coincide 
with the level of the water in the glass gage. 

The adjustable reference point also served as a rest 
for the level rod when determining the elevation of the 
water in the glass gage. 
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Ficure 32.—Pourina WATER INTO GAGE ON OHIO 
PROJECT. 


Air-vent holes drilled near the top of the cell serve 
to break suction or siphonic action when water is 
poured into the tube quite rapidly. 

Cells were installed either on the original ground 
surface under the fill or on top of the foundation layer 
on the Indiana project and on top of the old roadway 
fill on the Ohio project. All measurements were refer- 
enced to frostproof bench marks situated at convenient 
locations outside of the fill areas. 

The locations of the cells and bench marks are shown 
on figures 3 and 4. The design details of the frostproof 
bench marks and their method of installation are 
illustrated in figure 33. 

The arrangement of the settlement cells and acces- 
sories on the Indiana project is illustrated in figure 34, 
A, and on the Ohio project in figure 34, B. A trench 
about 12 inches wide was excavated from the center 
line where the cell was to be placed perpendicular to the 
center line to a point just outside the fill slope. The 
bottom of the trench was sloped toward the outer end 
to give a drop of about 18 inches. 

The two \-inch copper tubes, which were of sufficient 
length to reach beyond the fill slope, were coupled to 
the cell and placed along the bottom of the trench. 

On the Indiana project a thin layer of gravel was 
spread over an area slightly greater than would be 
covered by the base plate of the cell. The cell was 
seated firmly on the gravel or on the ground (in Ohio), 
and the tubing was straightened to eliminate kinks.. 
Gravel (about 1 cu. ft. in Indiana) or crushed stone 
(about 2 cu. ft. in Ohio) was placed over the cell to 
provide air space around the air-vent holes, and the 
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Figure 33.—BEncH MARK. 


trench containing the copper tubes was backfilled with 
soil and tamped by hand. 

A mound of soil about 15 inches high was placed over 
the cell and tubes to protect them from damage by 
construction equipment. Soil was delivered by trucks 
and deposited on each side of the tubes. The soil was 
spread by a bulldozer, care being taken not to pass over 
the cell until the mound was completed. The pro- 
tective mound of soil was from 15 to 20 feet in width. 

The copper tubes were protected where they emerged 
from the fill by the concrete head wall illustrated in 
figure 32. 


REFERENCE STAKES, PLUGS, AND MARKS PLACED ON TOP OF FILLS: 


In Indiana the settlement occurring in the fill prior 
to the construction of the concrete pavement was 
determined by taking elevations on reference stakes 
set in the top of the completed embankment directly 
over the points where the settlement cells were placed. 
The stakes were cut in lengths of about 16 inches from 
4-inch green saplings and were painted with motor oil 
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to retard cracking. A 2-inch boat spike was driven in 
the top of each stake. 

A hole, 8 inches in diameter and 12 inches deep, 
was dug with a post-hole digger and the stake, after 
being again painted with oil, was placed on undisturbed 
soil in the hole. <A 2-inch layer of loose soil was placed 
in the hole around the stake and oil was poured on the 
soil. After the oil had penetrated the soil, the layer 
was tamped, and another layer was placed in the 
same manner. 

Oil-saturated rock wool was used instead of oil- 
treated soil for the stakes located over cells 12, 13, and 
14. The rock wool was mixed with oil and tamped in 
place in layers having a compacted thickness of 1 inch. 
The hole was filled with rock wool to within 4 inches of 
the top, and filling was completed with oil-treated soil. 

All these precautions were taken to eliminate the 
effects of frost action. In addition, a covering of straw 
was placed over the stakes during the winter months. 
Three 2-inch-square guard stakes were placed around 
each settlement stake to protect it from damage by cars 
or equipment. 

After the concrete pavement was constructed during 
August 1939, a brass plug was installed at the location 
of each cell, at the quarter points of the pavement. 
The details of the plug and its installation are shown 
in figure 35. 

In Ohio settlements occurring in the different fill sec- 
tions were measured on the east curb of the pavement 
at points located at the same stations as the settlement 
cells. These points on the curb were marked by a 2-inch 
cross chiseled in the concrete and painted with red 
enamel. The marks were cut in the curb during the 
period from October 24 to 28, 1938, and the elevations 
determined at that time. 


SETTLEMENT AND SUBSIDENCE CAREFULLY OBSERVED 


Indiana Project.—Readings on the settlement cells 
were taken two or three times a week while the fill was 
being placed; once every 10 or 15 days from the com- 
pletion of the fill section until the completion of the 
entire job on October 12, 1938; and subsequently on 
November 10 to 14, 1938, May 22 to 23, 1939, April 26 
to 28, 1940, June 10 to 12, 1940, December 10 to 11, 
1940, and November 17 to 19, 1941. 


Readings on the reference stakes on top of the fill 
were taken when the readings on the settlement cells 
were taken and, in addition, on March 20 and May 8 
1939. ‘The last measurements were made on the stakes 
on May 22 and 23, 1939, just prior to the construction 
of the concrete pavement. Readings on the reference 
plugs were taken on June 11 and 12, 1940, December 10 
and 11, 1940, and November 17 and 19, 1941. The 
results of the measurements on cells, stakes, and plugs 
are summarized in table 21. 


The total settlement of the fill sections as measured 
on the brass plugs installed in the pavement ranged 
from zero to 0.03 foot with an average of 0.01 foot. 
These movements were recorded during the period from 
June 1940 to November 1941. 

The maximum settlement as measured on the wooden 
stakes from completion of the fill to the construction of 
the pavement was 0.09 foot at the location of cell No. 8 
in section 4. The average for sections 2 to 8 was 0.05 
foot. An average upward movement of 0.015 foot was 
recorded in section 1. 
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Figure 34.—INSTALLATION OF SETTLEMENT CELL®WAND 
ACCESSORIES IN INDIANA (A) AND IN DELAWARE Counrtry,, 
Outo (B). 











Figure 35.—DeErTAILsS or Brass Piues Ser IN PAVEMENT 
In Gipson County, INDIANA. 


Ohio Project.—Settlement cell readings were taken 
each day while the fill was being placed, once a week 
during the period from the date each section was com- 
pleted until the date of completion of the entire project 
on October 24, 1938, and subsequently in February, 
April, July, and November 1939, July and December 
1940, and January 1942. After October 28, 1938, meas- 
urements at the marked locations on the pavement curb 
were taken on the same dates as the readings on the 
settlement cells. The results of the readings on the 
settlement cells and on the east curb are plotted in 
figure 36 and summarized in table 22. 

Although the concrete base and curb were constructed 
almost immediately after completion of the embank- 
ment (2 to 28 days), the total settlement taking place 
within the body of the fill as measured on the east curb 
did not exceed 0.08 foot. The curb in sections 1 and 6 
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TaBLe 21.—Summary of measurements of vertical movements of 
settlement cells under fill, wooden stakes in top of fill, and brass 
plugs in pavement in Gibson County, Indiana 




















Movement of settle- Move- 

ment cell eae oye) 

of cells ment 
> aan Total | quring Se of cells 

Section N Cell menor period ment of after 

See es aka aNOt nq During Total to! Total to| wooden| °f total | “brass | brass 

fill con- ; move- cei | Plugs 
May |Novem-) stakes f plugs ea 
struc- 1939 | ber 1941 ment 0 were in. 
tion wooden stalled 2 

stakes 

Feet Feet Feet Feet Feet Feet Feet 
1 {ies ssee 3—0.15 | —0. 22 |___----- 4-05 OL | — 080 alte eo See 
Ea pee —.12|; —.08 0.15 +. 02 +. 04 0. 00 —0. 03 
DE ee ee 3-A +, 26 —.70 60 —.08 —. 96 —,02 —.42 
Ss Nae 8 es fe = —.70 | —1.29 —. 43 —.06 —. 66 —.01 . 00 
Gen Late re (fleet Ph S18) | = 05/|. SOs .00 .00| +. 24 
5 yar fee _-| —.09 —.37 —. 52 —.09 —. 28 —.01 +. 38 
ea he ogee Pha 10 —.16 —,. 23 —. 24 —.06 —.07 —.01 +. 24 
6 a1 e302 45 229) | — Ob nl toe == 14 
od Mab res —. 25 —.59 —.23 —,.06 —. 34 . 00 +. 03 
760 My bo eh 13 =,93 |) =.26 | —)22) = —,05) | —.03 00 =! 01 
x) 14 —.18| —.23| —.17| —.05| —.05 00 +.02 
ig er aa 15205 = 05 | — 00 | =708 1) *=.01 | ---.04 | —203 "| —" 10 
16225 —.10 —.08 —.06 . 00 +.02 —.02 +. 01 

















1 Values are averages of measurements made on two plugs installed at quarter 
points on each side of center line for the period from June 1940 to November 1941, 

2 Differences in elevation from June 1940 to November 1941. 

3— denotes downward movement. 

41 denotes upward movement. 


started to move upward soon after construction and at 
the last readings had not returned to its original eleva- 
tion. However, the maximum uplift (see fig. 36) never 
exceeded 0.04 foot at any time during the period of 
observations. The average settlement on six of the 
nine sections was 0.025 foot while an average upward 
movement of 0.017 foot was recorded on the other three 
sections. 


BEHAVIOR OF SETTLEMENT CELLS DESCRIBED 


Indiana Project.—Cell Nos. 3, 4, and 6, placed directly 
on the natural ground surface in sections 2 and 3 which 
were the first constructed, were soon put out of operation 
by action of the grading equipment in placing the 
foundation layer. Cell No. 1 in section 1 and cell No. 
16 in section 8 were installed on the natural. ground 
surface after a prolonged dry period. The remaining 
cells were placed on top of the foundation layer. 

Cell No. 1 functioned satisfactorily until May 22, 
1939, after which it could not be made to operate and 
all readings were suspended at this location. 

Cell Nos. 2, 7, 8, 10, 13, 14, and 15 were functioning 
in a satisfactory manner when the readings were taken 
in November 1941. <A uniform flow of water was always 





the glass gage remained constant. When water was 
run through the cell a second time, the first reading was 
readily checked. The entire operation required about 
15 minutes. 

The readings taken in November 1941 disclosed that 
cell Nos. 2, 7, and 8 were becoming sluggish in their 
operation. 

Cell No. 16 did not respond readily when first in- 
stalled. A considerable amount of water was added 
before any flowed from the outlet. After excavating 
some of the fill material near the toe of the slope, it was 
found that the tubes were curved upwards. As soon 
as they were straightened, the flow became uniform and 
the normal amount of water was required. 

Cell No. 3-A behaved very sluggishly. A steady 
flow of water was obtained through the cell, but the 
level in the gage fluctuated over a range of as much as 
5 inches when the water was cut off. The fluctuation in 
water level gradually decreased to a range of one-half 
inch in 15 minutes. When this fluctuation was reduced 
to about one-fourth inch, the indicator was set at the 
average level and a check was made. Several determina- 
tions were sometimes necessary before a reading was 
checked. 

More time was required to determine the elevation 
of cell No. 5 than for any of the others. When appar- 
ently at equilibrium, the water level in the gage dropped 
suddenly and then slowly moved upward, coming to 
rest after about 45 minutes. 

The action of cell Nos. 11 and 12 wa quite similar. 
Each required the ordinary amount of water to obtain a 
uniform flow through the cell. When the water supply 
was shut off, the level fluctuated. The fluctuation was 
very irregular and did not gradually decrease as in the 
case of cell No. 8-A. The level would drop quickly and 
rise slowly, or vice versa, and the change in level might 
be 6 inches or a very slight amount. A constant level 
might be reached in a few minutes or it might take 
nearly an hour. 

Ohio Project.—Erratic readings were attributed in 
part to adjustments in the seating of the cells resulting 
from the operation of heavy equipment in placing and 
compacting the fill material. Evidence of such action 
is the large amount of settlement occurring, for ex- 
ample, in section 2, on the first day following the in- 
stallation of the cell. There seems to be no reason for 
this behavior except that the foundation for the cell was 
disturbed when the cell was installed. 

Also, it is very likely that kinks had developed in the 























obtained through the cell and the level of the water in | soft copper tubes extending through the fill. When 
TABLE 22.—Summary of readings taken on settlement cells and on east curb in Delaware County, Ohio 
Construction period in 1938 Time Initial readings in 1938 Vertical movement of cell ! 

: from =a = pace | idee aiate Total 

‘ comple- move- 

pas : Fill Base and curb Tio of Cell Curb During pp ment 

Section No. =r SSS fill to a During | construc- Total to initial of east 

construc: | ¥i construc-| tion of Tagan feacine curb to 

Ay ion 0 E tleva- tion of | fill and January 
Started | Finished | Started | Finished | base and Date pee Date tion fill pave- 1942 vi oe 19421 
a % 
curb | ment uary 1942 
Days Feet Feet Feet Feet Feet Feet Feet 

i Sn55 =e 9-19 9-25 10-18 10-19 24 9-20 907. 88 10-24 914. 73 —0. 04 —0. 09 —0.10 —0.01 +0. 01 
2-------------=-~--- 9-25 10-5 10-19 10-20 15 9-27 905. 18 10-24 912. 83 —.24 —. 29 —. 29 - 00 <=. Ol 
} eed = 2 ee ee ee, 9-24 10-5 10-21 10-22 17 9-28 898. 51 10-28 908. 83 —.01 —.02 —.09 07; —.03 
: eS ee ee ere 10-4 10-19 10-24 10-25 6 10-5 913. 47 10-28 922. 99 —.05 —.07 —.08 —.01 —.08 
: a2 SE Se es 10-14 10-24 10-26 10-26 2 10-16 923. 09 10-28 934. 27 —.08 —.08 —.13 —.05 —.01 
Oe einne eee e 10-11 10-15 10-27 10-27 12 10-12 917. 88 10-28 923. 07 —.05 —.05 —.07 —.02 +. 03 
| ape efi eee nae ese 10-7 10-10 10-15 10-15 5 10-8 922. 71 10-24 927.13 —.05 —.07 —.04 +. 03 —, Ol 
° EPP eae AE eye eae AB 9-19 10-10 10-10 21 9-5 918. 47 10-24 928. 79 —.18 —, 24 —.27 —. 03 —. 01 
Dee Ns es es 8-26 9-12 10-10 10-10 28 8-30 916, 95 10-24 927. 02 —.12 —, 20 wes —.02 +. 01 












































1 Figures show difference in elevation between dates of initial and final readings for period covered regardless of fluctuations during that period. 





(See figure 36.) 
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Figure 36.—ReEsULTS oF MEASUREMENTS ON SETTLEMENT CELLS AND East Curs Fitri Construction EXPERIMENT, DELAWARE 
County, OHIO. 


testing the operation of a cell prior to installation under 
the fill, it was observed that kinks in the line interfered 
with the free flow of water through the system and 
made it difficult to check readings. 

Both Projects —The purpose of the measurements of 
settlement on the top of the fill or pavements was to 
indicate the relative stability of the various fill sections 
compacted by different rollers and with various thick- 
nesses of layers. 

It had been assumed that differences between the 
total settlement as measured on the top of fill or pave- 
ment and the settlement as measured by the cell read- 
ings would disclose the amount of consolidation that 
had occurred within the fill. However, the data pre- 
sented in tables 21 and 22 show that the subsidence 
indicated by the cells had no direct relation to the total 
settlements on either project. Upward movements of 
the cells were recorded at the same time that downward 
movements were measured on the stakes, plugs, and 
pavement curb, and vice versa. 

Upward movements were recorded on the settlement 


gages at different times during the entire period of 
observation. Those occurring during construction may 
have been caused by adjustments in the seating of the 
cells or displacements of the soft undersoil resulting from 
the operation of the heavy equipment. However, the 
upward movements found a year or more after the 
completion of the embankment, cannot be attributed to 
foundation support but must be due to faulty operation 
of the cells or their accessory parts. As a result, the 
elevation measured on the gage outside of the fill did 
not accurately represent the elevation of the cell. 

The behavior of cells is a strong indication that 
kinks developed in the soft copper tubes to the extent 
that they interfered with the free flow of water through 
the system. 

Since the installation of the cells in these experi- 
ments, several improvements ° have been made in the 
design of the system and in the method of seating the 


6 CONSOLIDATION OF EMBANKMENT AND FOUNDATION MATERIALS, PROGRESS RE- 
PORT OF SUBCOMMITTEE NO, 2 OF THE COMMITTEE OF THE SOIL MECHANICS AND FOUN- 
DATIONS DIVISION ON EARTH DAMS AND EMBANKMENTS. Proceedings of the Ameri- 
can Society of Civil Engineers, vol. 66, No. 8, part 1, October 1940. 
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cell which tend to eliminate the difficulties described 
above. 


CONCLUSIONS 


The following conclusions seem justified in view of 
the fact that there have been neither indications of 
detrimental results from settlements nor indications 
of instability on any of the sections of either the Ohio 
or Indiana projects since the construction of the pave- 
ments. 

Both Projects —1. The compaction test may be util- 
ized generally to control the construction of embank- 
ments regardless of the type of compacting equipment. 
It offers a practical means of determining when a layer 
of soil is satisfactorily compacted. 

2. Data from compaction tests performed in the 
laboratory and from density tests made on the com- 
pacted fill offer a means of determining the moisture 
content and lift thickness at which satisfactory com- 
paction may be obtained most economically with a 
given type of roller. 

Indiana Project—3. A density equal to 95 percent 
of the maximum as determined in the laboratory in 
accordance with method T 99-38 of the American 
Association of State Highway Officials is apparently 
sufficient to produce highway fills of satisfactory sta- 
bility when the dimensions of the fills are similar to 
those on this project. The maximum height of fill in 
the various test sections ranged from 7 to 10 feet. 

4. Soils similar to those comprising the fills on this 
project may be readily compacted to the desired density 
by any of the rollers used in this experiment if the 
moisture content of the soil is within the proper limits. 
With proper moisture content, equally good compac- 
tion was obtained throughout the entire thickness of a 
compacted layer regardless of whether the soil was 
compacted by the tamping action of the sheepsfoot 
roller, the kneading action of the pneumatic tire roller, 
or the compression produced by the three-wheel roller. 

5. The moisture content of fills may be controlled 
within 1 of the optimum value when the soil is obtained 
from a borrow pit as was done on this project. Such 
rigid control, however, does not seem justified in light 
of the densities and stabilities obtained in this experi- 
ment with moisture contents ranging from 3.5 below 
to 7.9 above the optimum. 

6. The high degree of stability attained at the wide 
range in moisture contents indicates that control of 
compaction on the basis of density alone will produce 
satisfactory results provided the soil contains sufficient 
moisture for the rollers to be effective and is not so 
wet as to interfere with the operation of the rollers. 
Definite limits above and below the optimum will 
depend entirely on the character of the soil. These 


limits may be determined by observing the performance 
of the rollers in conjunction with density tests. 

7. The amount of fill material compacted per hour 
with a roller of a particular type depends on the type of 
soil, the moisture content of the soil, the thickness of 
the layer, and the speed of the roller. With soils and 
moisture contents typical of this project, it was found 
that when the loose thickness of the soil layer was in- 
creased from 6 to 12 inches and when the rollers were 
operated at their maximum speeds, a corresponding 
increase in roller capacity was obtained without any 
sacrifice in compaction. 

Ohio Preject—8. Highway fills of satisfactory sta- 
bility may be obtained when constructed in layers 
compacted to maximum density as determined on the 
same types of soils in accordance with the standard 
compaction test (Method T 99-38 of the American 
Association of State Highway Officials). Such em- 
bankments may be paved immediately following con- 
struction without danger of detrimental settlement. 

9. Soils similar to those comprising the fills studied 
may be readily compacted to the desired density by 
any of the rollers used in this experiment when spread 
in layers having loose thicknesses of 6 to 9 inches. The 
soils ranged from silty clay loams to clays having 
physical properties of the A-4 to A-7 groups. They 
were of friable to hard consistency when dry but were 
plastic when wet. 

10. A density equal to 95 percent of the maximum 
obtained in the compaction test is apparently satis- 
factory when the type of soils and the depth of the fills 
(5 to 11 feet over the old fill core and 7 to 21 feet on the 
widened portions) are similar to those on this project 
and when the moisture contents are reasonably close 
to the optimum. 

11. Control of the percent of moisture within 1 
of the optimum value is not practicable where the soil 
delivered to the fill is a mixture of materials varying in 
moisture-density characteristics. It is desirable that a 
greater permissible variation in moisture content from 
the optimum be established and this permissible varia- 
tion should depend on the type of soil. 

12. The use of moisture-density curves typical of the 
soils to be used and the selection of a particular curve in 
the manner described in this report facilitates the use of 
compaction test data under variable conditions, and is a 
practicable method of field control. 

13. The construction of embankments may be con- 
trolled in accordance with the moisture contents and 
densities indicated by compaction test data without 
causing delay in construction operations. 

14. The compaction of areas rolled at maximum roller 
speed is equal to that obtained at slower speeds. The 
higher speeds result in a corresponding increase in 
roller capacity. 





PROSPECTING FOR GRAVEL DEPOSITS BY 
RESISTIVITY METHODS 


BY THE DIVISION OF PHYSICAL RESEARCH AND TESTS, PUBLIC ROADS ADMINISTRATION 


Reported by R. WOODWARD MOORE, Associate Civil Engineer 


N the spring of 1940 field tests were made by the Public 
Roads Administration in the vicinity of Beltsville, 
Md., to further investigate the usefulness of the earth 

resistivity method of test in locating gravel deposits.! 
Considerable quantities of gravel were needed in local 
road improvements within the Beltsville Research 
Center grounds. Shallow test pits had failed to indi- 
cate an adequate supply of gravel in an area where a 
remnant of an old gravel-capped plateau was known to 
exist and where gravel deposits seemed most likely to 
occur. 


Digging test pits in sandy gravel formations is often 
hampered by serious caving within a few feet of the 
surface. Deep pits require relatively large openings 
and shoring of the walls for safety. Meeting these 
requirements is costly and time consuming and a more 
rapid and less expensive means of exploring for gravel 
is desired. 


A number of routine field tests were made with the 
resistivity equipment in the area prospected by the 
shallow test pits to locate, if possible, the outlines of 
gravel deposits or pockets that might offer a saving in 
the construction work nearby. The results of these 
geophysical tests indicated that the earth resistivity 
method of test may be applied with considerable success 
in areas where a sandy gravel is underlain by a clayey 
sand, a sandy clay, or a clay stratum. 


RESISTIVITY TESTS INDICATE LOCATION OF GRAVEL 


The resistivity test, as the name implies, involves 
measuring the resistivity of the materials lying below 
the ground surface. The presence and approximate 
depth to any material having resistivity characteristics 
markedly different, from that of the overlying or sur- 
rounding formations is revealed by variations in the 
resistivity values obtained. These are governed by the 
relative quantities of the materials involved. 

The apparatus used by the Public Roads Adminis- 
tration is shown in figure 1.2. The three units, the in- 
strument containing the potential and current-measuring 
devices, the battery box and the reels of wire, can be 
readily carried over any ordinary terrain. The battery 
box, which contains sufficient batteries to supply ap- 
proximately 200 volts to the current circuit, has com- 
partments for carrying incidental equipment such as 
tools, tapes, electrodes, etc. The potentiometer, mounted 
on the left-hand portion of the instrument panel, is 
equipped with a sensitive galvanometer (0.125 micro- 
amperes per mm. on its own scale) and has a maximum 
range of 1.10 volts. The milliammeter, mounted on the 
right-hand portion of the panel, is a sensitive unit 
equipped with shunts to give full-scale readings of 0-15, 


1 PROSPECTING FOR ROAD MATERIALS BY GEOPHYsIcs. Stanley W. Wilcox. Engi- 
neering News Record, February 21, 1935, p. 271. 

2See Subsurface Exploration by Earth Resistivity and Seismic Methods, by 
E. R. Shepard, published in the June 1935 issue of PUBLIC ROADS. Figure 4 


of this earlier report shows the circuit used. 





Figure 1.—Resistiviry Apparatus USED BY THE PUBLIC 
Roaps ADMINISTRATION. 


0--75, 0-150, and 0-300 milliamperes. The potential 
electrodes consist of porous porcelain pots, such as the 
one shown in figure 1, and they are filled with a satu- 
rated solution of copper sulphate in which is immersed 
a coil of heavy copper wire (No. 8 or larger). The 
current electrodes (not shown in figure 1) are heavy iron 
rods about 2 feet long and 1% inches in diameter. 

In making a resistivity test the apparatus is set up 
on an ordinary camp stool and the current electrodes are 
driven into the ground so spaced that one-third of the 
distance separating them constitutes the approximate 
desired depth of investigation. The two potential 
electrodes are placed at the third points between the 
current electrodes and all four electrodes are connected 
to the instrument by the wires provided for that purpose. 
A current of a few milliamperes strength is introduced 
into the ground, and a zero reading is obtained on the 
galvanometer of the potentiometer circuit by adjusting 
the potentiometer controls. The value of the potential 
drop set up in the potentiometer to balance that existing 
between the porous pots resting on the ground surface, 
together with the value of the current flowing through 
the ground as obtained from the milliammeter, are 
inserted in an appropriate formula and the apparent or 
average resistivity of the ground is obtained. The 
underlying theory and a diagram of the electrical con- 
nections are presented in the earlier report. The 
method has been referred to previously as the direct 
current method. 

There are two tests commonly made with the resistiv- 
ity apparatus, the step traverse and the depth test. 
In making a step traverse, resistivity data are obtained 
that relate to the formations in the subsurface within a 
fixed depth which is controlled by the spacing of the 
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electrodes on the ground surface. Experience has 
developed the empirical relation that the depth of the 
layer explored is approximately equal to the electrode 
spacing used. Thus, a 20-foot electrode spacing may be 
expected to yield information concerning a layer of 
material approximately 20 feet in depth. By maintain- 
ing this 20-foot spacing, and making tests at each 20-foot 
station or interval along a selected line of exploration, 
variations in resistivity are obtained which indicate 
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involved. If the resistivity values are plotted as 
ordinates against traverse distances as abscissas, the 
variations in the subsurface formations within the 20- 
foot layer are reflected with fair accuracy by variations 
in the resistivity graph. A step traverse over a deposit 
of sandy gravel underlain by clay and clayey sand is 
shown in figure 2. 

When using this method af test in prospecting for 
gravel, the normal procedure is to make a series of tests 
along a random traverse line passing over likely loca- 
tions. The proper electrode spacing is governed by the 
depth to which the information is desired. If a high 
resistivity zone is found (fig. 2), other tests are made on 
lines parallel to the random line at 50- to 100-foot 
intervals. Additional tests are made along lines, 
similarly spaced, but differing in orientation by approxi- 
mately 90 degrees. ‘This results in data for points that 
approximate a grid and it is possible to plot a resistivity 
contour map as shown in figure 3. 

When a pocket of gravel is indicated, further explora- 
tion is made by depth tests, and it is desirable to make 
a few direct tests with a 6- or 8-inch post-hole auger. 
Samples of the material excavated from the bore holes 
show the nature of the material and can be used for 
determining the physical properties of the underlying 
formations. 

In the depth test, data are obtained indicating the 
resistivities of the successive strata as one probes deeper 
into the ground. In this test the resistivity of the sub- 
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Fiaure 3.—Resistiviry Contour Map or A Deposit or SANDY GRAVEL. 
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Figure 5.—Borine WitH A Post-Hoxte AUGER TO DETER- 
MINE THE CHARACTER OF THE SUBSURFACE MATERIALS, 


surface material is determined for a succession of grad- 
ually increasing electrode spacings. As the spacing is 
increased, the depth of material controlling the resis- 
tivity increases correspondingly. A common proce- 











dure in shallow exploration is to use an initial electrode 
spacing of 3 feet and subsequent spacings of 6 feet, 9 
feet, 12 feet, etc. Each increase in the spacing of the 
electrodes probes approximately 3 feet deeper into the 
ground. The data are plotted with resistivity as 
ordinates and electrode spacing as abscissas and any 
inflection in the resistivity curve indicates the depth 
at which there is a change in the character of the for- 
mation. A number of such depth curves are shown in 
figure 4. In these tests there was a change from a gravel 
of high resistivity to clay or clayey sand with low 
resistivity. This change is indicated in the curves. 
by the rather sharp decrease in resistivity at electrode 
spacings varying from 9 to 15 feet. In these tests the 
gravel lay within a few feet of the surface and the depth 
to the lower boundary of the gravel is indicated by the 
arrow appearing in each of the graphs. It is usually 
possible to pick the top horizon of the gravel also when 
the depth of the overburden is of sufficient importance 
to warrant it. 

Borings made at the locations of several of the depth 
tests showed that this method of test and analysis 
indicated the lower horizon of the gravel rather accu- 
rately. Under favorable conditions holes 20 to 30 feet. 
in depth may be bored with only moderate difficulty 
with an ordinary 6-inch post-hole auger (fig. 5). Two 
men may be expected to sink 4 or 5 holes to depths of 12 to. 
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FROM INTERSECTING TRAVERSE 


-ALONG OLD LOG ROAD FROM A POINT ABOUT 400 FEET NORTH OF RIDGE TO APOINT ON SUMMIT AND TURNING APPROXIMATELY 100° WEST TO A POINT OVER THE RIDGE AND SOME 360 FEET DISTANT. 
- ABOUT 100 FEET NORTH OF TRAVERSE NO.4 - CROSSING NOS. 7,8,9,AND 10 AT STA.0+20 AND TRAVERSE NO.! AT 0+60 (0+60,NO.1 = 2+30,NO.5). 

-100 FEET SOUTH OF TRAVERSE NO.4-CROSSING NO.7 AT 2+40, NO.8 AT 2+60, NO.9 AT 2+80, NO.1O AT 2+90, NO.I1 AT 1+90 AND NO.{2 AT 1+30. 

-FROM A POINT 20 FEET NORTH OF STA.1+00, NO.5 TO STA.1+00 NO.6-STA.I+20 NO.7=2+60, NO.4. 

-FROM A POINT 20 FEET NORTH OF STA.2+00, NO.5,T0 40 FEET SOUTH OF STA.2+00, NO.6 STA.I+40, NO.8=3+60, NO.4. 

-FROM A POINT 20 FEET NORTH OF STA.3+00, NO.5,TO 140 FEET SOUTH OF 3+00, NO.6,- STA.1+60, NO.9=4+40 NO.4, STA.2+10=2+35 NO.1, STA.2+80=3+00 NO.6. 

-FROM A POINT 20 FEET NORTH OF STA.4+00 NOS TO A POINT ISO FEET SOUTH OF STA.4+40, NO.6 STA.J+90,NO.10=5+45 NO.4: STA.2+90 NO.I0 =4+40, NO.6 STA.3+80 NO.I0=4+45 NO.|. 

-FROM A POINT 120 FEET NORTH OF NO.4 TO A POINT 20 FEET SOUTH OF NO.I - STA.1+20=6+50 NO.4 -STA.1+90=5+30 NO,6, STA.2+80=5+50 NO.I. 

-FROM A POINT 130 FEET NORTH OF NO.6 TOA POINT 75 FEET SOUTH OF NO.I - STA.1+30=6+10 NO.6 - STA, 1+85=6+40 NO.I. 


Figure 6.—Errecr or GRAVEL Drposir Upon THE RESISTIVITY TRAVERSE (OR CONSTANT DEPTH TEST) Data WiTH ELECTRODE: 
SPACING OF 20 FEET. 
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15 feet in an 8-hour day provided excessively hard 
cemented strata are not encountered. 


GRAVEL DEPOSITS SUCCESSFULLY LOCATED AT BELTSVILLE, 
MARYLAND 


The tests were made at a point about 1.6 miles east 
of Muirkirk, Md., in a wooded area on the north side of 
the road which links Muirkirk with the Bowie road. A 
trial traverse was laid out along an old logging road 
passing through the area investigated. Resistivity tests 
were made at each 20-foot station along this line 
(traverse No. 1, fig. 3 and graph A, fig. 6). Two areas 
of high resistivity were located by this traverse. 
Another line of tests was run along another old road, 
crossing the first traverse near station 2++00 where the 
peak in the plotted graph occurs (traverse No. 4, fig. 3). 
A more positive indication of gravel was obtained in 
this second line of tests the results of which are plotted 
in figure 2. Referring to this figure, it will be seen that 
the resistivities encountered, involving as they do a 
zone extending approximately 20 feet to the right and 
to the left of the line of tests and some 20 feet in depth, 
were comparatively low for the first eight test points. 
A test boring at station 1+00 showed successively 2} 
feet of sandy soil, 1 foot of coarse sand, 1% feet of wet 
gravel, 5 feet of blue clay, and 1 foot of a heavy white 
clay. Other borings and resistivity depth tests made 
along this traverse showed a gradually increasing 
amount of gravel to be present as the peak of resistivity 
shown between stations 1+60 and 5+00 was ap- 
proached. Beyond station 5+-80 the tests indicate that 
the material within 20 feet of the surface is largely clay. 
Graphs A and B in figure 4 show comparisons of the 
results of borings with those of depth tests made at 
station 3+60 and at a point 10 feet south of station 
4+20 (shown in graph B as station 2+ 00, traverse 
No. 1). The log of the boring is given in the lower left- 
hand corner of the graph. The close correlation be- 
tween the resistivity depth test data and the data from 
borings is characteristic of all the tests made in the 
immediate vicinity. Graphs C to J show results of depth 
tests at other locations where check borings were made. 

Only a few borings are normally required for use in 
interpreting the results of resistivity tests in a given 
area. <A relatively large number were made in this 
study since there was no likelihood of being able to 
make a visual inspection of actual pit-face conditions at 
an early date and a direct and detailed check on the 
resistivity data was desired. 

In a further expansion of the information concerning 
the gravel deposit other traverse lines were run parallel 
to the one shown in figure 2 (graphs B and C, fig. 6), 
apd also a number of lines were run at approximately 
right angles to these lines and parallel to the one shown 
in graph A (see graphs D to I, fig. 6). Referring to 
figures 2 and 6, it is apparent that where one traverse 
crosses another there is usually similarity of the 
resistivity values obtained in the two separate test lines 
at their point of intersection. The plotted crosses 
indicate the values of resistivity obtained on the lines 
that crossed the traverse shown in the graph. In only 
one case, that where traverse No. 9 crosses No. 1, is 
there any considerable difference between the resistivity 
values obtained. It is believed that the information 
obtained with the resistivity apparatus is dependable 
when properly interpreted. 
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From the data obtained on the several traverse lines 
a resistivity contour map was made covering the entire 
area under investigation. This map is shown in figure 
3 and it is used in somewhat the same manner as an 
ordinary surface contour map. The various contour 
lines represent resistivity and the area of highest re- 
sistivity 1s found to coincide with the thickest part of 
the gravel deposit. 

Resistivity depth tests and check borings both indi- 
cated that an area roughly bounded by the 5,000- 
ohm-meter contour contained a gravel stratum averag- 
ing 8 to 10 feet in thickness. ‘The data indicated also 
that the gravel would be found within the first 12 feet 
of depth over much of the area and a working face of 
15 to 20 feet giving a fair mixture of sand, gravel, and 
clay for use in low cost road construction would be 
possible. The clay, for the most part, would be found 
in the lower 5 or 6 feet and in the form of clayey sand, 
sandy clay, or a comparatively pure clay. 

An examination of the depth curves and data from 
test borings in figure 4 shows that the resistivity test 
data indicates the lower horizon of the gravel with a 
rather high degree of accuracy. The underlying mate- 
rial may vary from a sand with some clay particles to 
a heavy clay stratum and because of its variable nature 
it is not so readily defined. While a definite knowledge 
of the character of the underlying material may be of 
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Figure 8.—Resistiviry Contour Mar or A SMALL PocKET OF SANDY GRAVEL. 


value, in some instances, a rough estimate of the quan- 
tities of gravel available is usually of greater importance. 
It appears that estimates may be made with consider- 
able confidence when based upon resistivity data aug- 
mented by the results of a few test borings. 

From the data obtained from the tests that have been 
described, it is estimated that the area marked “A” 
in figure 3, should contain approximately 10,000 cubic 
yards of a sandy gravel with some clay and sand spots, 
all within about 15 feet of the surface. Area “B” is some- 
what less uniform and should contain about 15,000 cubic 
yards of gravel. 

Other tests made to the south of the area described 
in the preceding paragraphs, in an open field where some 
scattered excavations had already been made, indicated 
the presence of a pocket of gravel of considerable extent. 
A random traverse line was run (graph A, fig. 7) and a 
test boring made at the peak of the resistivity curve at 
station 0+80. Another traverse line was laid out 
approximately at right angles to the first and crossing 
it at the location of the test boring. Graphs A and B 
in figure 7 show the data from parts of the two traverse 
lines and figure 8 shows the resistivity contour map 
obtained from them. 

Considering the data shown in figure 8, an area 
bounded by a contour between the 5,000- and 6,000- 
ohm-meter contours was selected as the approximate 
boundary of the most valuable portion of the pocket 
of gravel. 

Subsequent to and because of the indications of the 
resistivity survey, the gravel pocket was excavated 
and about 6,000 cubic yards of material were removed. 
The solid line on the contour map of figure 8 gives 
approximately the outline of the area excavated. 


CONCLUSIONS 


The resistivity method of exploration as used in this 
study offers a rapid and inexpensive means of locating 
and delineating gravel deposits that are underlain by 
clay. The most useful field for this method of test is in 
rapid reconnaissance surveys over relatively large areas 
where surface indications are few or unreliable. Routine 
subsurface tests along a projected highway location 
may be used to locate small local deposits of road- 
building material satisfactory for construction purposes, 
thus eliminating the expense of transporting materials 
from more distant sources. In the work described above 
where 6,000 cubic yards of material was obtained, the 
necessary field work was completed by one engineer and 
two inexperienced helpers in about 8 hours. With the - 
usual field party of two engineers and two experienced 
helpers a faster rate is possible. 

While the resistivity method has proved to be entirely 
satisfactory in many instances in the past, it should be 
emphasized that this method of test is not always 
practical and that there are some field conditions under 
which resistivity tests will be of little value. A dry, 
loose overburden may possess such high resistivity as to 
completely mask the effect of sand, gravel, or rock in 
the deeper strata. Clay soils overlying or underlying 
clay-filled gravels may have resistivities so nearly the 
same as that of the gravel that it is difficult to interpret 
the resulting resistivity curves accurately. Formations 
that are inherently heterogeneous yield data that, for 
obvious reasons, are of little value. 

In spite of these limitations, it is believed that the 
resistivity method of subsurface exploration has a 
definite field of usefulness in the solution of certain 
highway problems. 
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